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Be Wise—Economize— 
Standardize—Simplify 
Stock Problems—with the 


AO’ R5000 RESPIRATOR* 


Here’s complete respiratory protection in one “ package’’! If you 
have several respiratory hazards to control, the 4) R5000 will 
save you inventory problems and money. This ingenious twin 
cartridge respirator converts to many types of protection 
quickly merely by interchanging the filters and cartridges. Ask 
your nearest 4) Safety Products Representative. 


R50 — For combination of all dusts, 
not significantly more toxic than lead. 
B.M.2156 


R52 — For acid gases, and mists of 
plating operations, pickling tanks, etc. 


SS 
R55 — For those who are exposed to 
both organic vapors and all dusts not 


significantly more toxic than lead. 
B.M.2305 


*One Face Piece Takes 
11 Filters and Cartridges 


tT.M. Reg. by American Optical Company 





eer 
R50A — used with R50, converts to a 
dust and mist respirator. Protects 
against all dusts not significantly more 
toxic than lead, pneumoconiosis-produc- 
ing mists, chromic acid mists. B.M. 2156 
includes B.M.2156A 


R53 — For combined acid and organic 
gases like carbon tetrachloride and 
acetic acid. 


R56 — For fumes produced in weld- 
ing, burning, smelting and refining. 
B.M.2163 








R561 — For heavy duty protection 
against highly toxic insecticides such 
as Systox, Parathion, Aldrin, Diel- 
drin, Chlordane, EPN, Nicotine, 
TEPP and HETP. Respirator pro- 
tects against all dusts, mists, metal 
fumes and organic vapors. Approved 
by U.S. Dept. of Agriculture. 


R563 — For heavy duty protection 
against metal burning fumes, acid 
gases, organic vapors—all dusts, mists. 


R51 — For light organic vapors and 
gases of paint spraying, degreasing, dry 
cleaning. B.M.2304 


oe, 


Sa 


R54 — For protection against low or 
nuisance concentrations of ammonia. 


R57 — For dusts, mists, fumes, signi- 
ficantly more toxic than lead including 
radioactive particulate matter. 


Aa itenn ( Jotical 


A) 


SOUTHBRIDGE, MASSACHUSETTS « BRANCHES IN PRINCIPAL CITIES 
Circle No. 5 on reader service card for more information 
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SAVERS 


SOFT VINYL FRAME Goggles 


COMFORTABLE *© LIGHTWEIGHT © FORM-FITTING 
@ Comfortable .. 


vinyl frame fits over all prescription frames. 


. extra wide lens .. . large 


@ Stac-Vent... 
fogging and provides utmost safety. 


better ventilation reduces 


Eye Savers Lenses. . . methacrylate lenses 


are safer . . . shatterproof and never pit. 


COMFORTABLE TO WEAR 


MODEL 440SV —clear frame 460SV-— green frame 
Heavy Impact Goggles with replaceable optically perfect, 
methacrylate lenses. Clear Lens (C) .125” thick. 


Green Lens: Light (G2) Medium (G3) .080” thick. 


MODEL 441SV — clear frame 461SV — green frame 
Average Impact Goggles with replaceable optically perfect, 
acetate lenses. 


Clear Lens (AC) .060” thick. Green Lens (AG) .050” thick. 


MODELS 490 or 491 — opaque black frames 
Furnished with Stac-Vent only 
Methacrylate Lenses: same as 440 
Acetate Lenses: same as 44] 





TUC-AWAY Spectacles 


Optically Perfect Lenses . . 
never shatter or pit . . 


. 080” thick 


. resist heavy impact. 
Available clear, green and gold. 


Side Shields .. 
part of the lens.. 
with clear vision. 


. in 4 styles . . . an integral 


. side and bottom protection 


COMFORT PLUS 90% PROTECTION 


Worn 100% of the time 


@ Economical ... initial cost is low . . . main- 
tenance is eliminated, lenses are replaced by 
each wearer. 


@ RETRAX One size fits every 


“ a a: a , 
worker thanks to Adjustable saline 
Retrax Temples and Universal ‘ 

: FLEXIBLE HINGES 4 


Nose Piece. 





A 


MODEL 415 plastic retrax temples (illus.) 
MODEL 412 metal retrax temples 
MODEL 410 plastic club temples 


For details see your Authorized Eye Savers Suppliers or write direct 


Quality Eye Protective ee 





Made by the Leaders in Plastics 


\ f WATCHEMOKET Ss 





WATCHEMOKET OPTICAL co., INC. 


236 West Exchange St. PROVIDENCE 3, R. I. 


In Canada: Levitt-Satety Limited, Toronto 10. Montreal 26 


Circle No. 3 on reader service card for more information 
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THE LATEST NEWS 
about 


ATHLETE’S FOOT 


The American Public Health Associa- 
tion released a report on October 15, 
1954, of great importance to all those 
faced with the practical problem of 
preventing Athlete’s Foot. The report 
gives new proof this disease is caused 


primarily by a lowered resistance of 
the skin. 


That means the best way to prevent 
Athlete’s Foot—as the report points out 
—is to increase the resistance of the 
skin to fungus attack. 








ONOX SKIN-TOUGHENER does that. 
Onox is a concentrated solution of five 
mineral salts that toughens the shoe- 
softened skin and restores its natural 
resistance to fungus growth. 


Today, over 70% of the largest manu- 
facturers in the United States use 
ONOX SKIN-TOUGHENER in one or 


more of their plants. 


For further information and trial offer, write: 


ONOX IN 129 SECOND STREET 

P e SAN FRANCISCO 5, CALIF. 
* WAREHOUSES « 

BROOKLYN «+ CLEVELAND +* NEW ORLEANS « HAWTHORNE, CALIF. 
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See! Only 30 seconds to fog this room!’ 


HAT’s how quickly you can control insects in 10,000 

| cubic feet of space with WEST ATOMIZERS and 
VAPOSECTOR insecticide. 
Insects have no place to hide. VAPOSECTOR penetrates 
everywhere 
— cracks 
— crevices 
— even remote hiding places. 


Insects have no time to escape. VAPOSECTOR penetrates 
their outer skin for a quick, permanent kill. Yet it’s safe to use. 
Odorless. Nontoxic when used as directed. 


ND insect control is economical — when VAPOSECTOR 
i \ is used ina WEST ATOMIZER. Only one or two ounces 
control all insects in 1,000 cubic feet of space 
— in just 3 seconds 
—ata cost as low as 5¢. 
OLDEST AND LARGEST = a West representative tell you more about West’s /nsect Control 
COMPANY OF ITS KIND 


4 Program, equipment and insecticides. Many kinds and types are 
IN THE WORLD 


available. Or write for our 36 page booklet, “/ndustrial Insect Control.” 


- 


WEST DISINFECTING COMPANY 
42-16 West Street, Long Island City 1, N.Y. (Branches in principal cities) 
In Canada: 5621-23 Casgrain Ave., Montreal 


7! 


\ / 4 Fj ‘ l Industrial Insect Control.’ 
WE DISINFECTING i | ] I'd like to have a WEST insect control specialist telephone me for an appointment 
| 


C) I'd like a free copy of your booklet ‘ 


ae) 


Circle No. 1 on reader service card for more information. 
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a 
(Tear out this coupon and mail it with your letterhead) 
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“JOB - FITTED COMBINATION SCRUBBER -VAC 


PUTS FLOOR-CLEANING ON 


PRODUCTION BASIS 
our 


— Says Superintendent of Maintenance 
VICTOR ADDING MACHINE COMPANY, CHICAGO 


Victor Adding Machine Company insists on maximum 
production in floor-cleaning as well as in manufacturing. 
Like other production-wise industrial concerns, Victor 
cleans floors with a Job-Fitted Combination Scrubber. 
Vac! This single unit 


Completely WMechanizes Scrubbing 


—applies the cleanser, scrubs, flushes if required, and 
damp-dries the floor —all in one operation! Job-fitted 
to specific needs, a Scrubber-Vac provides the maximum 
brush coverage consistent with the area and arrangement 
of the floors. 


Model 213P, shown in illustrations at left, is designed for 
heavy duty scrubbing of large-area floors. It has a 26- 
inch brush spread, and cleans up to 8,750 sq. ft. per hour! 
Finnell makes still larger sizes—in gasoline as well as 
electric models — and also sizes for smaller operations. 
From this complete line, you can choose the Scrubber - 
Vac that will put your floor-cleaning on a production 
basis and reduce labor costs. And you can lease or pur- 
chase the machine. Maintenance men like the conven- 
ience of working with a Scrubber-Vac. This all-in-one 
unit is self-propelled, and has a positive clutch. There are 
no switches to set for fast or slow—slight pressure of the 
hand on clutch lever adjusts speed to desired rate. The 
powerful vac performs quietly. 

In keeping with the Finnell policy of rendering an individualized 
service, Finnell maintains a nation-wide staff of floor specialists 
and engineers. There's a Finnell man near you to help solve your 
particular floor-maintenance problems ... to train your operators in 
the proper use of Finnell Job-Fitted Equipment ...and to make 
periodic check-ups. It's also good to know that Finnell makes 
everything for floor care! For demonstration, consultation, or 
literature, phone or write nearest Finnell Branch or Finnell System, 
Inc.. 3506 East St.. Elkhart, Ind. Branch Offices in all principal 
cities of the United States and Canada. 


FINNELL SYSTEM, INC. See 


: , PRINCIPAL 
Oniqenatone of Power Serabbing and Polishing Machines CITIES 


Circle No. 6 on reader service card for more information. 
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DEPARTMENTS 


Letters to the Editor. 
Buyer’s Guide. . 
Useful Literature. 
New Products..... 


Literature in This 
Month’s Ads.... 
Is It Fair?... 

What’s New in 
Compensation?. 
Right off the Docket... . 

Book Shelf... . 
And Sudden Injury. 


PS—People & 
Suppliers. . 


Club Page. . 


Advertisers’ Index 


THE 


ACCEPTED AS CONTROLLED CIRCULATION 
PUBLICATION AT FOSTORIA, OHIO 
RETURN POSTAGE GUARANTEED 
RETURN FORM 3570 TO 


1240 ONTARIO ST., 
CLEVELAND 13, OHIO 














SECOND ANNUAL BUYERS’ GUIDE 
of 
Fire Protection Equipment for Industrial Plants 


28 pages in a separate section see page 41 








FEATURE ARTICLES 


“Do It Yourself’’—But Call the Local F. D..... 


How plant brigades can work with public depart- 
ments. 


Common Sense Is Your Best Tool 
One company cut over-all fire losses 84% in a year. 


Symbols of Danger. 
Five new international symbols for dangerous 
materials. 

Find It—Follow It—Fix It 
A system to make safety inspections really pay. 


Check List for Your Fire Protection Program. . 


A chart to help you test your own plant program. 


Your Fire Chief—Key to a Good Brigade...... 
Three steps for developing a strong fire brigade. 


This Fire Truck Rolls Through Aisles...... 


One plant built its own miniature fire truck. 
Beat the Heat......... 


Fire rescue suits lick 2500-degree temperatures. 


ABC’s of Fire Extinguishers................. 
What extinguishers should be used when. 


PUBLISHED MONTHLY BY 


INDUSTRIAL PUBLISHING GROUP 


A DIVISION OF TELENEWS PRODUCTIONS, INC., 
1240 ONTARIO STREET, CLEVELAND 13, OHIO 


Copyright 1955 


SUBSCRIPTION RATES: Single copy 50c, One Year $5, Canada $6, United Kingdom £2.5.0., 


Payable in Sterling at our London Office. Other Foreign $7. 








THE NATION’S SWEATBAND 


RYE ROM, | 


PROMOTES SAFETY - STEPS UP PRODUCTION - COSTS LESS 


@ Keeps stinging perspiration from blinding @ The Allsafe DRYBROW has a one-piece, 
workers and fogging glasses. No more blurred free floating, self-adjusting, all rubber Head- 


vision. Refrigerates the head by the principle band. There are no buckles to adjust or 
of evaporation. Prevents hot weather irrita- irritate the head. 


tion and carelessness. Workers keep cooler, @ Only DRYBROW has a gauze-reinforced 
more comfortable, and happier. Cellulose Sponge Absorbent Pad to give ex- 
@ Allsafe DRYBROW steps up production tra strength — greater efficiency. Each pad 
in hot temperatures as much as 10%. has thousands of tiny pores to blot up mois- 
The eeest consebedl Gestion” on Ge ture and evaporate it into the atmosphere. 
market. Not a throw-away, but can be used @ Easy to use — just dip in cool water and 
and reused for weeks. Easy to wash or apply to forehead. Don’t delay — send for 
sterilize. Keeps cleaner in use. your sample today. It’s FREE and postpaid! 


1245 NIAGARA STREET ° BUFFALO 13, NEW YORK 


Circle No. 7 on reader service card for mare information. 
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6204... 
Shrunken Leather moc- 
casin oxford; natural 
super Resist-Oil sole, 
rubber heel. 


Popular Maple Shrunken Leather 
for Wear On-and-Off the Job! 


Hy-Test accents the style your men want in 

these two numbers but it doesn’t forget 

the protection and comfort they need. The 

famous Anchor Flange Austempered Steel 

Box Toe, Bol Tan Sweat-Resistant Leather 

Insoles, and many other 

Hy-Test Standards of Qual- . a ites 


i i i i- Y = se i Shrunken Leather 

ity are included in the speci er . . / three-eyelet design 

> 4 s 4° 4 e ‘uh Oe ; a ey lain ¢ xford, 

fications 7n addition to the , rw me : as . 2 af en att rubber 
? q , 4 heel. 


newest of leather and design. 


H504... Same 
as H 504 except 
Brown Shrunken 
Leather, Neoprene 


Write for Full Information SS oe eae tah 
iy S A 
ry 


HY-TEST SAFETY SHOES SHOE COMPANY 


Division INTERNATIONAL SHOE COMPANY +, 


1509 Washington Ave, "927 N. 3rd St. “try ov 
St. Lovis 3, Mo. Philadelphia 23, Pa. 


WHY SETTLE FOR LESS?... 


Circle No. 8 on reader service card for more information. 
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TRIAL SAMPLE SENT FREE 


NEW EXPANDED FEATHER-WEIGHT COTTON 


SWEATBANDS 


Great new re-usable sweatband 
at a disposable price 


j ye KEEPS EYES AND GLASSES CLEAN 
i 


%& A SANITARY SAFEGUARD 


% STEPS UP WORKING EFFICIENCY 
For men and women 


Light elastic band % ALWAYS COMFORTABLE 
Fits all head sizes 
No metal parts 


Cool-comfortable-light MAIL COUPON TODAY 


FOR GENEROUS FREE SUPPLY 


General Bandages, Inc.—Dept. O-6 
531 South Plymouth Court, Chicago 5, Illinois 


Please send us FREE trial supply of E-X-P-A-N-D-E-D SWEATBANDS, 
without any obligation. 


Company 
Your Name and Title 


Address 


By the makers of GAUZTEX-—Self-adhering Bandages 


Circle No. 9 on reader service card for more information. 
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“And Sudden Injury” 
Reprints for Shop Boards 
Editor: 

We have recentiy installed 
large safety bulletin boards in 
our plants and would like to 
secure four copies of one of 
your “And Sudden Injury” 
pictures, if it is still available. 

If you have a list of subjects 
of available “And Sudden In- 
jury” prints, we will appreci- 
ate receiving it. 

F. O. Waddey 
Piant Engineer 
Hunter Fan & Ventilating Co. 
Memphis, Tenn. 

While no list of “And Sud- 
den Injury” reprints has been 
prepared, such prints can be 
supplied from any issue of Oc- 
CUPATIONAL HAZArps from Jan- 
uary, 1952, to date. Prices are 
quoted regularly with the 
“And Sudden Injury” feature. 


Answer Ready 
In Advance 
Editor: 

We at the Davenport Works, 
Aluminum Company of Am- 
erica, have been concerned 
about the volume and cost of 
soap used for purposes of per- 
sonal cleanliness by our em- 
ployees. Cleanliness is an im- 
portant part of our safety pro- 
gram, and we believe that it 
should be achieved as eco- 
nomically as possible. . 

I have computed our cost on 
a “per unit” basis; i.e., average 
yearly expenditure for soap 
per employee. If you have 
any statistics or other inform- 
ation on cost of soap from 
other industries that was com- 
puted on a per unit basis, I 
would be glad to have that 
material made available to me 
so that I might have some- 
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IMPREGNATED 


es WELD 
r 2 tablets 


INDIVIDUALLY COATED 


(A j Rx. increase Vigor and 
) Vitality, Relieve Fatigue, 
Dizziness and to prevent 
Heat Prostration caused by 
loss of salt through exces- 

sive perspiration. 


Releases Salt Immediately! 


(Not Enteric Coated) PEP-UP Ime 


pregnated Salt 

Tablets come 

to you in sani- 

tary, factory- 

sealed Dis- | 

pensers at no 

extra cost. 
THROW 

AWAY DIS- 
PENSER 

WHEN EMPTY. 

HANG UP A 

NEW ONE. 

Save the expense of pur- 
chasing, servicing and replac- 
ing individual dispensers. 


e@ Controlled (slow) dissolving eliminates nausea, 

@ Starts dissolving immediately. 

@ Dissolves completely in about 100 minutes. 

@ No delay in getting salt into system. 

e Withstands high temperatures and rough handling. 
@ Can be stored for long periods without deteriorating. 
@ Will not absorb moisture from air and clog dispensers. 


@ The Formula used for producing Impregnated Salt 
tablets was developed at the United States Naval 
Medical Research Institute. The tablets meet govern- 
ment specifications for Type Ill, Class C impregnated 
Salt tablets (specifications set forth in Federal Standard 
Stock Catalog No. SS-S-3le, Section IV (Part 5), dated 
April 29, 1954, and Amendment No. 1 (June 15, 1954). 


Working for You 
to Make Safety Work 











NITED TATES AFETY ERVICE 


KANSAS CITY 6, MISSOURI 


BRANCHES IN PRINCIPAL INDUSTRIAL CITIES 
IN CANADA: PARMELEE, LTD., TORONTO & MONTREAL 


Circle No. 10 on reader service card for more information. 
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Palm Coated with Plastic: This No. 30 Monkey Grip outwears 
canvas as much as 10 to 1, fits better, grips better. 


Costs 40% to 70% less to protect 
hands with palm-coated gloves 


Coated palms outwear canvas or leather palms. 
Fabric backs give comfortable ventilation. 


Handling sharp-edged materials, wet or dry: 
Palm-coated with NEOX (specially reinforced 
neoprene) which is unequalled for resistance 
to cutting and puncturing and does not absorb 
grease or oil. Job-fitted for handling such 
materials as strip and sheet metal. 





Handling abrasive materials, wet or dry: 

This Grappler glove is palm-coated with 
DUROX, a leather-like plastic that outwears 
ordinary plastics 50% and retains its grip 
when wet. Band top and knitwrist styles are 
also available in regular plastic coating. All 
Edmont plastic coated gloves have wing 
thumbs and best fit of any coated work gloves. 





Handling sharp, abrasive or slippery mate- 
rials, non-oily: Grab-it type, palm-coated 
with rough-textured natural rubber which 
has remarkable non-slip grip, as well as long- 
wearing qualities on rough work. Available 


in knitwrist style, also. 
Grab-it No. 62-W 


Free Test Offer to Employers: Send brief description of your operation, 
materials handled and temperature condition. We will recommend the 
glove (palm-coated or fully coated) that best fits your application, and 
forward samples free of cost, for testing on-the-job. Our laboratory also 
develops special gloves for special applications. 


Edmont Manufacturing Company, 1244 Walnut Street, Coshocton, Ohio 


World's largest maker of coated industrial gloves, AN 
available through all leading industrial suppliers. : 


Edmont job-fitted Ps 


Circle No. 11 on reader service card for more information. 
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thing with which to compare 
our figures. 
B. D. Kent 

Safety Director 
Aluminum Co. of America 
Davenport, Iowa 

The cost figures wanted had 
been prepared even before 
this letter was written. They 
have been made available to 
all readers of OCCUPATIONAL 
Hazarps in the special feature 
on plant washrooms that was 
published in May, 1955. 


Turtle Club 
Membership Sought 
Editor: 

I have been receiving your 
very interesting magazine for 
the past few years, and have 
become rather intrigued by 
one feature—the Turtle Club. 
As we have a few of our em- 
ployees who, I think, might 
qualify for membership in this 
club, I would appreciate it if 
you would send me further 
information on the proper 
manner of registration. 

J. M. Smith 
Safety Engineer 
Asbestos Corp., Ltd. 
Thetford Mines, Que. 

The idea for the Turtle Club 
originated in Canada, spread 
into the United States. Occu- 
PATIONAL HAZARDS gives 
monthly space to the club as a 
means of furthering the safety 
movement. Registration forms 
should be applied for through 
the magazine. 


Old Photos 
Never Die 
Editor: 

Our poster department was 
greatly impressed with your 
dramatic photograph (smash- 
ed lens on safety goggle) 
which appeared on the front 


.cover of your July, 1954, issue 


of OCCUPATIONAL HAZARDS. 
We are currently develop- 
ing a safety poster on this sub- 
ject, and would be interested 
in working up our display 
around the photograph. The 
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completed poster will be 15% 
inches by 20% inches in size. 

If our request can be grant- 
ed, we would like to have a 
glossy photograph for repro- 
duction. 

J. Christnacht 

Poster Research Division 
Elliott Service Co. 
Mt. Vernon, N. Y. 

This dramatic photograph 
came from the Cadillac Tank 
Plant, General Motors Corpor- 
ation, Cleveland, Ohio. Per- 
mission to reproduce it must 
be obtained from the plant’s 
public relations department. 


““Ask Mr. Robot” 
Was Really Helpful 
Editor: 

In your March, 1955, issue I 
was particularly interested in 
Mr. Meskiman’s “Ask Mr. 
Robot.” 

Would you kindly forward 
his address to me, as I would 
like to obtain some additional 
information? 

E. C. Penney 
Safety Director 
Toronto Transit Commission 
Toronto, Ont. 

This was one of many re- 
quests for more data on Mr. 
Robot and his ability to teach 
good lifting practices. 


Two Articles 
Won High Readership 
Editor: 

You may be interested to 
know that the article on “The 
Key to Rehabilitation” was 
seen by the executive director 
of the President’s Committee 
on Employment of the Physic- 
ally Handicapped, and he was 
most interested in it. We 
supplied him with 200 reprint 
copies for distribution to their 
state committees, and he 
asked for 5,000 copies more. 

The February issue of Oc- 
CUPATIONAL HAzarps contained 
an article by Reuther in which 
I myself was most interested. 
Would it be possible to get 
five copies of the magazine so 
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LEGSURE SAFETY POLISH 


cuts maintenance costs 3 ways 


LEGSURE polishes itself as it goes on 
the floor. No need to waste time in 
buffing. 

You save on materials and labor be- 
cause One treatment protects the floor 
longer. Scuff-resistant LEGSURE rarely 
requires the time-consuming job of 
stripping. 

Withstands the abuse of daily traffic 
without ill effects. Tracked mud and 
grime do not penetrate beyond the 


surface. LEGSURE normally needs 
only routine damp sweeping as daily 
maintenance. 


HERE’S A 
BIG SAFETY BONUS 


LEGSURE’S slip-resistance goes up 
to 75% beyond U. L. requirements. 
You'll reduce absenteeism and the 
threat of liability suits resulting from 
slip-falls. Clip coupon today for full 
information. 


Walter G. Legge Company, Inc. 
Dept. O-6 101 Park Ave., New York 17, N. Y. 
Branch offices in principal cities. In Toronto—J. W. Turner Co. 


(] Please send full information on Legsure 


(] Send me a Free copy of your new booklet on 
Legge Safety Maintenance 


Name. 





of Safety Floor 
Maintenance . 
Firm 





Street__ 





City 


Zone. State 





Circle No. 12 on reader service card for more information. 
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Outstanding Values 


Breathe New Life 


into 


Your Safety Shoe Program 
with these 


lron Age Summer Styles 


Just focus your eyes on this exciting array of 
safety oxfords. There’s real high styling here, for 
these are exact duplicates of the popular patterns 
you see in nationally advertised dress shoes. These 
are the styles in safety shoes your workers want! 
And you can get them now from Iron Age, just in 
time to help start a Summer campaign to boost 
your coverage. Remember, warm weather is just 
around the corner, so don’t delay! Order now 


No. 616 while stocks are complete. 


- Brown Gore 
iid 


lron Age Division « H. CHILDS & CO., a 


Pittsburgh 12, Pa. 


The Safety Shoe 
for Industrial America 


No. 612 


Brown, Hand-Woven 
Ventilated Oxford 


ron Age Saé7Shoes 








that I might send it around to 
several members of our com- 
mittee? 

William Zucker 
Director of Studies 
Com. & Ind. Assoc. of N. Y. 
New York, N. Y. 

“The Key to Rehabilitation” 
was published in November 
and December, 1954. Reprints 
of both it and the interview 
with Walter Reuther, presi- 
dent of the CIO, are still avail- 
able. 


Back Issues 
Are 50c¢ Each 
Editor: 

In checking our back issues, 
we find that we do not have 
the February, March, April, 
May, June, and September, 
1953, copies of OccCUPATIONAL 
Hazarps; nor do we have the 





Do you have your 1954 index? 





January and March issues of 
1954. Are copies of these back 
issues obtainable? 

Please advise us, also, if you 
have yearly binders for 1953, 
1954, and 1955. 

Harold Ware 
Personnel Manager 
Los Angeles Steel Casting Co. 
Los Angeles, Calif. 

All but one of the required 
issues could be sent Mr. Ware. 
Many other back numbers are 
in stock. The price of extra 
copies is 50 cents each. Bind- 
ers are not supplied by Occu- 
PATIONAL HAZARDS, but usually 
are obtainable through office 
supply houses. 


Read the Birren 
Article on Reflectance 
Editor: 

I have read with consider- 
able interest the article ap- 
pearing in the March issue of 
OCCUPATIONAL HAZARDS en- 
titled, “What About Stair Ac- 
cidents?” 

Figure 6 is referred to on 
page 49 as outlining the “re- 
flectance values” of certain 
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helping to 


reduce your 
accident rate 


How? Because they're AJAX Cups — and they're hard at work 
putting their imprinted safety messages right in your workers’ 
hands. Several times a day — and at moments when they're 
naturally relaxed, receptive, ready to read. 
Safety messages that get 
read — says the National 
Safety Council — do help 
reduce accidents. Your em- 
ployees will appreciate the 
comfort and convenience of 
these crisp, clean, easy-to- 
use cups, too! 


Most drinking fountains 
AJAX® Cups — one-piece, 


are easily converted to pro- wedge-shaped, easy to hold 
vide this protection. So put and drink from; in 4, 6 and 7 
AJAX Cups to work in your oz. sizes; packed imprinted 
plant. Ask your wholesale with assorted stock safety mes- 


° sages at no extra cost or your 
supplier about them. own message to order. 


AERO® Cups — for those 
who prefer a flat-bottom cup; 
in 3, 4, 5 and 6 oz. sizes. Also 
with stock safety messages or 
your own message to order. 











Get the full story 





Write us today for this new folder which gives 
full details on imprinted AJAX and AERO Cups 
and equipment. 


( a) United States Envelope Company 


General Offices: @ ‘Springfield 2, Mass. 
c-3s 15 DIVISIONS FROM COAST TO COAST 
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YOUR MEN’S HANDS 


MEET WORSE DANGERS EVERY DAY 


Hand injuries are the most 
frequently reported. Let 
Jomacs keep your men’s 
hands safe. Send for full in- 
formation today. 


Dangerous as a tiger’s fangs—sharp metal can 
slash, cut, tear or rip unwary hands. The cost 
can be shockingly high! Pile up lost man- 
hours and lost production, top them off with 
soaring insurance premiums, and you'll see 
what we mean. 

Remedy: Jomac® Work Gloves wher- 
ever there’s a hand hazard. Jomacs /ook 
soft and fluffy, but they’re made of tough, 
thick, twisted-loop fabric that armors the 
hands against injury. They’re astonishingly 


resistant to cuts, abrasion, bruising shocks, 


heat and cold. And they actually outwear 
common work gloves by 900%. They can be 
cleaned many times. 

Want better safety records and lower in- 
surance rates? Get them at low cost—with 
long-wearing Jomacs. We'll be glad to send 
you our new catalog. Just tell us your ad- 
dress and be sure to ask about a trial order. 
JOMAC INC., (formerly C. Walker Jones 
Co.) Dept. D. Philadelphia 38, Pa. 


it pays to keep Jomacs on hand! 


JOMAC 


INDUSTRIAL WORK GLOVES 


Outwear ordinary work gloves by 900% 


PLANTS IN PHILADELPHIA, PA., AND WARSAW, IND. 
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color combinations that are 
readily usable for the walls of 
stairway enclosures. It is an 
apparent misprint, since this 
information seems to have 
been left out. 

I should like to see a list of 
these “reflectance values” if 
available. 

R. H. Montague 
Safety Director 
Taft-Peirce Mfg. Co. 
Woonsocket, R. I. 

The paragraph on page 49 
should have been dropped out 
of the article, and was not. It 
will not appear in the reprints 
now being prepared. See the 
Faber Birren article on 
“Color” in the May Occupa- 
TIONAL HAzarps for informa- 
tion on reflectance values. 


What Emotions 
May Cause Accidents? 


Editor: 

We are attempting to com- 
pile as much information as 
possible on the psychological 
and emotional factors  in- 
volved in accident causation. 

We would be very appreci- 
ative if you could supply us 
with any information you 
might have available on the 
subject. This could be in the 
form of reports, tear sheets, or 
statistics. 

If you are unable to help us 
in this regard, perhaps you 
could advise us of where such 
information might be _ ob- 
tained. 

W. H. White 
Safety Engineer 
Dow Chemical of Canada, Ltd. 
Sarnia, Ont. 

There are at least two im- 
portant sources of informa- 
tion: The Menninger Founda- 
tion, Topeka, Kansas; and In- 
dustrial Psychology, Inc., Box 
6056, Tucson 6, Arizona. Tear 
sheets are enclosed from June 
and September, 1952, issues of 
OccUPATIONAL HAzArps (“Not 
All Accidents Are Accidental” 
and “How Did the Accident 
Happen?”). Also, refer to 
“The Pattern of Accidents,” 
which appeared on page 46 of 
our April, 1955, issue. 
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Buyer’s Guide 


Whet Kind of Equipment are you looking for? 
Here is an alphabetical listing for your easy 
reference, of all new products and ads on 
which data was available by closing date. 





Page 


Breathing equipment....Cover 2, 
46, 55, 56, 102 


Car pullers 

Cigarette dunking stations..... 57 

Climbing Stations «.........0<.% 91 

Clothing, protective ... .45, 80, 82, 
95, 106, 108 

Drinking cups 

Dust control equipment 


TP PROURCIOTS 5 5 occas cx 80, 108 
Eye wash fountains 74, 88 
Eyewear 1, 22,107. Cover 2 


Face masks 
i, ene er 89, 107 
Pitt WTOISCUOES ii. 6. cession 94 
Fire extinguishing equipment. . 
40, 42, 44, 47, 50, 52, 53, 
59, 61, 65, 76, 77, 78, 80 
Fire helmets 6 
First aid supplies. .9, 68, 77, 78, 84, 
85, 87, 102, 105, 107, 108 
Floor maintenance equipment. .4 
Floor maintenance 
materials 15, 37, 82, 101 
Floor non-slip materials... .11, 87 
i 8 re rere ee 49, 76 
Footwear ........ 7, 12, 16, 25, 28, 
29, 80, 93, 98 


Gloves, protective 10, 14, 78, 
86, 96, 103 
Gloves, reconditioning 


Hand dryers, electric 

Hand tools 73, 98 
pO ee ee rere 19, 106 
Hearing testers 

Hose, reels 56, 63, 76, 79 
Hydraulic fluid, fire resistant. . .67 


Insecticides 


Ladders, stages 2 
Ladder safety devices. .76, 84, 103 
Lens cleaners 
Lighting equipment, 

guards 81, 85, 89, 108 
Linemen’s equipment ......... 99 


Machine guards 
Mirrors 


NOISE SIUIDIGTS .... 0c cccass 


Press feeders 
Protective creams 


Safety awards, trophies ....... 85 
Safety belts 

Safety cans 

Signs, banners 

Skin cleaners 

Solvents 


Wash stations, waterless 
Waste receptacle lids 
Watchmen’s clocks 
Welding helmets 
Women’s headcovers 
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There’s a BIG/ difference in floor absorbents 


. ion 


TEST IT Yourself! 


IN YOUR OWN OFFICE, make this simple 15-minute test. Com- 
pare Eagle-Picher Industrial Floor-Dry to any other floor 
absorbent. 


HERE’S WHAT YOU'LL PROVE TO YOURSELF about safe, skid- 
proof Eagle-Picher Floor-Dry: It’s extremely insoluble, absorbs 
more oil and water. It goes further, provides much greater 
coverage. It reflects more light, brightens the work area. It’s 
non-combustible, has no chemical reaction. It lasts longer, 
saves you money! 


Since 1843 


WRITE TODAY. Our Eagle-Picher rep- 
resentative will bring the portable 
laboratory to your office where 
you may make this test yourself. 
The Eagle-Picher Company, 
Cincinnati 1, Ohio. 
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Stock No. 1503A 


LEHIGH 


— 


¥ 
Many widely used chemicals literally “eat” 
ordinary leather and rubber. Foremen and eC Y } | C a 


employees in chemical plants and process- 

ing operations are all too familiar with hav- = 
ing practically new shoes fall apart under ( O r x O Ss | O r) 
them. Lehigh has developed this shoe spe- __- 

cifically to give normal wear and service 

under such conditions. The upper leather 

is a hardy Eskimo-tannage that resists both 

abrasion and corrosive dust, fumes and 

splatters. The sole is extra-weight Neo- 

prene composition — the material used for 

chemical ducts and hoses. Laces are raw- 


hide. The stormwelt is plastic. Seams are 
sewn with Dacron. Even the counter inside 
the shoe is tough vinyl that holds its shape 
better than leather. Wherever ordinary 


shoes rot and crumble, put your men in SAFETY SHOE COMPANY 
CHEMASTERS*. Naturally, they include 


the same time-tested steel toe protection as 
all other Lehighs. 


*T.M. Reg. 


Circle No. 17 on reader service card for more information. 
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By Ferdinand Boehmer 
2nd Assistant Chief 
Cleveland, Ohio, Fire Department 


LANT fire brigades have two important jobs: 
P to prevent fires from occurring, and to see 
that fires when they do occur are promptly ex- 
tinguished with the least possible loss and with 
the least possible disruption of manufacturing 
activity. 

Both these jobs go right along with the chief 
duties of public fire departments. Perhaps, 
therefore, the best form of cooperation between 
fire brigades and public departments would be 
for each to follow the same procedures. 

Fire departments for many years have been 
using the classic nine steps of fire-fighting: 

1. Size up the fire. 

2. Call for help. 

3. Save threatened lives. 

4. Protect exposed areas. 
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5. Ventilate. 

}. Locate the base of the fire. 
. Salvage what can be saved. 
. Extinguish the fire. 

. Overhaul the premises. 


Plant Fire Brigades 
Should Do the Same 


If plant fire brigades, which are first at the 
scene of industrial fires, will use these same 
steps, much confusion will be eliminated, and 
public departments and brigades can work in 
harmony. 

How can fire brigades use these steps? 

Surely, their knowledge of their own plants 





will help materially in sizing up fires. Brigades 
know what is burning and how hazardous the 
material involved is. Their knowledge of their 
buildings and equipment will govern their deci- 
sions after the size-up has been made. 

The greatest handicap in fire-fighting for 
public departments is the fact that when we in 
public fire service arrive at a sizeable fire, the 
premises usually are so shrouded with smoke 
that our size-up is at best a good guess. I have 
worked at fires for several hours before I found 
out the contents of the burning buildings. 

The most valuable service a fire brigade can 
render to the public fire department is to tell 
the department’s commanding officer what is 
burning and what its fire characteristics are. 

The public fire department should be called 
for every fire, no matter how small. It doesn’t 
cost the plant anything to do so; and it is much 
better for the department to mark its report, 
“Out on arrival,’ than to arrive too late. 

In Cleveland, we are often called to fires in 
large plants only to find that the gate men have 
no knowledge that fires are in progress. Consid- 
erable time is spent in telephoning throughout 
the plants to learn where the alarms originated. 
At all large plants, some member of the fire 
brigade or a watchman should be ready to ac- 
company the public firemen from the gates to 
the place of the fires. 

While the first two steps of fire-fighting are 
being carried out, saving of life should be in 
progress. The best preventive against loss of 


land have seen buildings 400 feet way from a 
fire ignited by radiant heat. When groups of 
tanks stand in the fire area, it is imperative that 
tanks close to the fire be kept cool. 


The Plant Brigade 
Knows Where Things Are 


The fifth step involves ventilation, and the 


sixth involves locating the base of the fire. Here 
again the plant fire brigade can carry out the 
task far better than the public fire department. 


The brigade knows whether or not there are 


scuttles or penthouses on the building roof. It 
knows how to operate window openings. It 
knows whether or not smoke and heat can be 
vented to the outside without endangering near- 
by buildings or cutting off the escape of people 
inside. 


Before fire-fighting operations begin, the 


public department fire chief should be told 
whether or not automatic sprinklers are work- 
ing, whether or not foam systems are available, 
and how much water or other extinguishment 
medium is on tap. 


The plant fire brigade can be of tremendous 


help in salvage. It knows what machines or 
stocks are most valuable. It knows where drains 
are located and how best to get rid of surplus 
water. 


Some years ago, for example, our Cleveland 


Fire Department was called to a fire in a large 





“Our greatest handicap,” says Fire Chief Boehmer, “is 

that when we arrive at a sizeable fire, 

usually are so shrouded with smoke that our size-up is at 
best a good guess.” 


the premises 





life is to train monitors in each plant depart- 
ment to help workers reach exits and to prevent 
their re-entry to save lunches or coats. 

As soon as the public fire department arrives, 
its chief should be informed what steps have 
been taken to save lives and whether or not any 
life is still in danger. 

Protection of exposures (step 4 in the stand- 
ard fire-fighting process) can be accomplished 
far better by a trained plant fire brigade than 
by a public fire department. 

This step includes closing of fire doors and 
shutters, closing vertical openings, shutting off 
fans that might carry fire or heated gases to 
other parts of buildings. It includes using hose 
lines on material adjoining the fire. 

Wind conditions always must be taken into 
account in protecting exposures. We in Cleve- 


frame shed used for storing finished and bulk 
fertilizer. Water would have destroyed the fer- 
tilizer; and since the flammable shed was far 
less valuable than the non-flammable contents, 
it was decided to let the building burn. Such a 
decision can be reached only when a responsible 


official of the plant itself is immediately avail- 
able. 


As the problem of fire extinguishment is ap- 


proached, we in public fire service have learned 
that most plants have large numbers of protec- 
tion appliances, but that maintenance often is 
very poor. 


One Cleveland plant had four six-inch hy- 


drants fed by a single three-inch main. At an- 
other very large plant there were 12 eight-inch 
four-way hydrants fed by one six-inch main. 


Continued on page 89 
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here... ‘ here... 


and here... 


x 


Reinforced Protection 
where it's needed most—in the DANGER ZONE 
...an exclusive MeS*A SKULLGARD feature 


The dotted line around the Skullgard above Skullgards, is the result of new molding tech- 
bounds the danger zone . . . the front, top, and niques, better materials, improved production 
back areas of a hat that working positions methods. And it’s added protection without 
expose most often to impact. Extra protection added weight! Get the facts on this all-impor- 
in this danger zone area, exclusive with M°S-A tant M-S°A development. Write for details. 


A 
SAFETY EQUIPMENT HEADQUARTERS a 
4 i MINE SAFETY APPLIANCES COMPANY 





201 North Braddock Avenue, Pittsburgh 8, Pa. 


At Your Service: 82 Branch Offices in the 
United States and Canada 


y) 
Call the M-S-A Man on your every safety j 
problem . . . his job is to help you 
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TRAINING in fire fighting methods is stressed at Koppers. Here a fire 
brigade crew attacks a flammable liquid fire with a deluge fog nozzle. 


Koppers cuts fire losses 84‘/, 


demonstrating again that 


Common Sense Is 
Your Best Tool 





Koppers Company, Inc., has 
approached the plant fire pro- 
blem with a view to protection 


and control any blaze. 


Before 
During 


After 


What’s happened as a result is 
enough to make any safety man 


or fire chief a little bit excited. 











HAT WOULD you think if you read that one 

firm was able to save $665,000 in fire 
losses in just one year? Sounds almost unbe- 
lievable, doesn’t it? 

Yet that’s exactly the amount of money 
which Koppers Company, Inc., saved during 
1953 over the amount spent in each of the previ- 
ous seven years. And all this in the face of a 
4% rise in industrial fires across the nation! 


$332,500 Saved 


In Direct Fire Losses 


During 1953 Koppers’ fire losses totaled $62,- 
500 as compared with an average yearly loss 
of $395,000 for the previous seven years. Damage 
to property due to fire amounted to $61,500, but 
for seven years prior to 1953 this loss came to 
$246,000 each year. Business interruption losses 
due to fire totalled $1,000 in 1953, while during 
the preceding seven-year period those losses 
averaged $149,000 per year. 
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This reduction in annual loss came about in 
spite of the fact that Koppers increased prop- 
erty holdings in excess of $15-million during the 
same period of time. 

How did they do it? What magic formula did 
they use? What expensive equipment helped 
them curtail losses? 

The answer to all these questions is simply 
that Koppers approached the problem system- 
atically and through clear thinking found solu- 
tions. They used no magic words. They bought 
nothing extraordinary. They did nothing more 
than apply common-sense measures. 

Koppers’ basic concept was to approach their 
fire problem from the viewpoint of fire protec- 
tion and control Before, During, and After the 
fire. 

Fire protection Before the fire might well 
hinge on the realization that it is necessary to 
have handy adequate equipment for the preven- 
tion and control of fires, rather than depending 
completely on outside help. 


Outside Experts 
Are Used Frequently 


Koppers knows that its safety directors (no 
different than most) are kept far too busy to 
stay fully abreast of all the new developments 
in the field. Because the company accepts this 
fact, its policy has been to use the services of 
established experts in the fire protection field 
to survey Koppers’ requirements and existing 
equipment. 

These specialists are either representatives of 
safety equipment distributors or inspectors and 
representatives of fire underwriters. Such men, 
by the very nature of their business, must keep 
up with the latest developments, and are glad 
to make their knowledge available to interested 
parties. 

Koppers’ experience has shown that while of- 
fering their services, these experts can show 
safety directors how to save in fire insurance 


Continued on page 72 


DRY CHEMICAL extinguishers are used to combat fire 
caused when oil under high pressure ignites after a gasket 
has blown. 
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HOME-MADE portable trailer carries a deluge gun with a 
fog nozzle up close to any blaze. George F. Prince, super- 
visor of fire and safety at Koppers’ Kobuta chemical plant, 
mans this equipment, which can deliver 600 gallons of water 
fog per minute. 





RIGHT... 


before your Eyes! 


NEW 


f Temples 

















No. 374 © 
Comfort-Bridge Sideshield 
Comfort-Bridge Goggle 


Soggle 


Now, CESCO Comfort-Bridge Goggles are furnished 
with new symmetrical tip temples which are interchange- 
able—right or left. 

These new temples are better looking and designed with 
greater strength at the endpiece joint where breakage usually 
occurs. That's because the flat bar of the temple is at a right 


angle to the tip. 

Insulators, made of attractive flesh-colored extruded plastic 
are easy to replace. They slide freely over the flexible shaft ends 
and are automatically held in place. Closed end of the plastic 


insulator keeps shaft from poking through 
Added to the many other features of CESCO Comfort-Bridge 
Goggles, these new temples make the No. 374 and No. 380 CESCO 
Goggles the most acceptable of any safety glasses. Workers like to 
wear them. Service costs are lower because repairs are easier, 

and less frequent. And... a 
they're “RIGHT... before your Eyes.” Send TODAY 
for CESCO literature 
and the name of your 


CESCO safety equipment distributor 
2308 Warren Boulevard, Chicago 12, Illinois 


CHICAGO EYE SHIELD COMPANY 


ets: Ms Atlanta, Birmingham, Boston, Buffalo, Cincinnati, Cleveland, Columbus, Dallas, Detroit, East Orange, 
lis, Kansas City, Knoxville, Little Rock, Los Angeles, Mexico City D. F., Milwaukee, Montreal, 


Peoria, aaadauanc Pittsburgh, Salt Lake City, San Francisco, Spokane, St. Louis, St. Paul, Toledo, Tuisa, Wichita 
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Danger of poisoning 
_Danger d’ intoxication 
? Peligro de intoxicacion 








All hazardous 
materials soon 


a Danger of ignition 


Danger d’‘inflammation 
Peligro de inflamacion 


may carry these 


Danger of corrosion 


Danger de corrosion 
S Y M B 0 L S () F as Peligro de corrosion 





JANG 








ORLD-WIDE use of these 

five warning symbols to 
mark dangerous substances 
has been urged by the Indus- 
trial Labor Organization, 
specialized agency associated 
with the United Nations. 

At its fourth session, held 
this year in Geneva, Switzer- 
land, the ILO’s Chemical In- 
dustries Committee adopted 





Dangerous radiations 


Radiations dangereuses 
hoa Radiaciones peligrosas 








the symbols along with cor- ie a. fie 
responding labels to fit the Peligro de explosion 
five major types of hazardous 
materials that are shipped in- 
ternationally. 
If the ILO recommendations 
are generally accepted by in- 
dustry, safety directors 
throughout the world can ex- 
pect the new symbols to sim- 
plify labeling problems. e e 
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FOR INDUSTRIAL 
vil ACCIDENT 
— PREVENTION 


OR USE SHIELD 


Sec VOTICE 


bey oy WEAR GOGGLES 
SAFETY GOGGLES 


WHEN USING 
THIS MACHINE 

















SAFETY 
SHOWER 
— FoR — 


ACID 
BURNS 











SAVE 
YOUR EYES 
SIGHT is a gift to be enemas 
treasured. Yet care- 
lessness too often robs 
the worker of this, his 
priceless possession. 











Impress upon your employees the 
vital importance of protecting 
their eyes. Wearing goggles is 
one very sure way. Keep telling 
them—vwith the right signs, either 
stock or special worded. 


STONEHOUSE SIGNS 


The loss or impairment of hearing is another 
hazard. Protect your workers’ ears from shat- 
tering, harmful noises in the plant. A worker 


‘ : < I haven't our complete 
who can't hear well is a real accident hazard. Bene P 


Catalog—64 pages, in full 


color—it's free on request. 
Yep SIGNS, inc. MANUFACTURERS «+ Stonehouse Bldg., 9th at Larimer 


“Signs Since 1863” Denver 4, Colorado 
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Plain-toe Jaguar (S-4385). New, 
low-cut, two-eyelet oxford. Nitro- 
crepe sole and heel. Guard welt. In 
Palomino tan glove-grain. Leather- 
lined steel toe box. 








Another Thom McAn first! 


The Jaguar — 


Sporty, low-cut and cool safety shoe 


Another first from Thom McAn! The Jaguar — a 
safety shoe that combines rugged steel-toed con- 
struction with racy new dress-weight styling. 

Your men won’t have to change shoes after work 
with these dashing new low-cuts. Jaguars are as 
smart for after-hours as they are safe on the job. 

Hot work? Jaguars — like all summer line Thom 
McAns—are cool and comfortable in hottest weather 
and working conditions. Miles ahead of cumber- 
some, old-fashioned safety shoes. 

To all of these unusual advantages add top quality 
long-wearing leather, sturdy construction and, of 
course, Thom McAn’s famous low money-saving 
price. You'll see why Thom McAn’s so good it’s the 
best-selling shoe in all America. 





SOLD TWO WAYS: 1. At Thom McAn Stores. 
2. Direct to your plant. Send today for details of 
our money-saving plant-sale plan and Thom McAn’s 
4-way employee purchase plan— plus descriptions 
of the Thom McAn Safety Shoe line. Write: Thom 
McAn Safety Division, 25 W. 43rd St., N.Y. 36, N.Y. 


1955 Melville Shoe Corporation 


Thom ieAn 


SAFETY SHOES 
A Division of the Melville Shoe Corporation 
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EXECUTIVE COMMITTEE APPROVAL 
FOR MAJOR EXPENDITURE 


SAVINGS OR BENEFITS EXPECTED FROM THIS PROJECT: 





TOTAL COST OF PROJECT 











FIND 


RE YOUR Safety inspection tours paying off? 
Are the items that you and your safety 
committee report being corrected? Do you have 
a system that guarantees prompt scheduling and 
completing of work on the unsafe conditions 
you find? 

Are you getting the job done? 

A great many safety engineers and safety 
committees make thorough, conscientious in- 
spections—but because of the lack of a definite 
system for doing the follow-up job, the same 
items appear on the inspection reports month 
after month. 


Safety Inspections 
Often Don’t Get Action 


What’s wrong here? 

In some instances the reports are circulated 
throughout the plant, with the understanding 
that department managers or superintendents 
will begin action to have the things concerning 
their own work areas corrected. 

Unfortunately, this method often results in 


By D. F. Williams 
Service Department Director 


International Latex Corporation 


MAJOR SAFETY work expenses must be approved by the 
executive committee. Requests are detailed on this form, 
often originate with the safety director. A follow-up system 
avoids pigeon-hole delays, keeps all work moving along 
steadily to completion. 


IT — FOLLOW 


little or no action. The whole program drops 
into a routine that not only wastes time and 
talent, but has a seriously demoralizing effect 
on employees. Injuries repeat from the same 
causes; costs stay high, the safety program fails. 

How can you promote a sound accident-pre- 
vention plan with plant supervisors and work- 
ers when they see unsafe conditions go... and 
go ...and go, without action? 

How can you convince a carpenter that he 
should follow the safe practice of tying his lad- 
ler in place when the same ladder has a split 
side rail that he has reported over and over 
again without seeing it fixed? 

How interested will a machinist be in safety 
instructions when his machine has needed pre- 
ventive maintenance or a guard for months? 

How effective will it be to show an employee 
a rule in the safety manual when the next line 
stresses good housekeeping, and he can look 
overhead and see holes in the roof (or perhaps 
leaking water lines) that have kept him from 
maintaining his area in good order? 

The most effective follow-up, get-the-job- 
done system we have heard of was devised by 
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TROUBLE CALL RECORD 











FOREMAN 
ISSUED TO 









































NATURE OF TROUBLE _ 


THE 


MAINTENANCE TROUBLE REPORT 








MINOR trouble calls from the safety director are 
recorded by the maintenance clerk on the large 
register, used to make sure the jobs are really 
taken care of. Work assignments are made 
through the small card. Jobs often are in the 
work stage within 15 minutes after calls have been 
made. 





DEPT. CALLING _ 
PERSON RECEIVING CALL_ 
PERSON ASSIGNED JOB_ 

TROUBLE CORRECTED 


SIGNATURE OF PERSON RECEIVING SERVICE 


___ PERSON CALLING 




















(This slip to be returned to Foreman) 








IT — FIX IT 


our own plant engineer. It provides a way to 
do everything from changing a broken door 
handle to constructing a new building. 

The plan reduces all projects to writing. It 
requires that estimates, time schedules, and 
other pertinent data go directly to the people 
involved in the work. It eliminates buck-pass- 
ing. It creates a healthy, business-like approach 
to the entire safety program. 


Three Easily Used 
Methods Produce Results 


Under this procedure, three easy-to-follow 
methods for accomplishing different types of 
jobs have been set up. 

First, the safety engineer or any plant super- 
visor who finds a minor condition that needs im- 
mediate attention is authorized to report it to 
the maintenance department, and to request 
action. 

Examples of the kinds of work done in this 
“minor condition” category are: repairing or 
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ENGINEERING SERVICE 


REQUISI TIONG __ 
AFTER PROPER APPROVALS FORWARD TO CHIEF ENGINEER, EMCINEERING DEPT. 


DEPARTMENT TO BE CHARGED ACCOURT CHARGE 


DESCRIPTION - SERVICE OR EQUIPMENT VANTED loo WANTED 


(PLEASE ATTACH ALL DRAWINGS AND DESCRIPTIVE LITERATURE AVAILABLE.) 


[APPROVAL TO MAKE | APPROVAL TO DX 
ESTIMATE OMLY | ORK 


REASON FOR REQUEST 


t DEPT. HEAD + 
| 


= 
Later amc. | 


IS SECTION TO BE FILLED IS BY ENGINEERING DEPARTMENT 


— - - ~ — ee 





= PLANT ENOR, m 
ar sae mnetneines 


| 


ane 











ENGINEERING SERVICE requests may start with the safety 
director, cover jobs costing less than $300. After comple- 
tion and approval of job estimates, a four-part form is used 
to see the work is done promptly. 
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the feet 


CREPE fs 


Soles and Heels 


Sinai ran 


IDEAL ro e SUMMER WEAR 


@ Neo-Crepe soles and heels have millions of 
tiny air cells which provide a true insulation 
against heat—make these soles lighter—ex- 
tremely flexible with firm cushioned comfort 
to the feet. Neo-Crepe soles and heels, made 

HEAT ad OIL of duPont Neoprene, resist oil, heat, acids and 


ACIDS e CAUSTICS caustics, are slip-resistant, waterproof and 
non-marking. They are the ideal sole and heel 
SLIP-RESISTANT 


for summer wear on work or casual type 
shoes. Start enjoying Neo-Crepe “foot-loose”’ 
comfort today—they are found on better 
quality work shoes everywhere. 


SIZES: 18 iron—7 through 14 


21 iron —7 through 15 
MATCHING HEELS: 3/8 4/8 —5/8—6/8 


MID SOLE: 3iron & 6 iron 


Conedion Plant 
GRO-CORD RUBBER CO. of CANADA LTD. 
Tillsonburg, Ontario 


Circle No. 22 on reader service card for more information. 
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replacing broken or inoper- 
ative door handles, crash bars, 
closers, or hinges; removal of 
oil or acid spills; removal of 
broken glass; clearing aisles 
and fire exits; posting danger 
signs; making minor adjust- 
ments in equipment; instal- 
ling walkway and exit lights. 

Included in this group of 
jobs are those which require 
only small amounts of new 
material, or none at all, and 
usually less than an hour’s 
labor. 

The maintenance clerk logs 
the trouble call in a register, 
completes a 3” x 5” card form, 
and hands the card to the pro- 
per foreman. A maintenance 
man is assigned to the job; 
when he has finished it, he re- 
ports the results to the per- 
son who made the trouble call 
and gets that person’s signa- 
ture to show the work has 
been done. The card is re- 
turned to the foreman, then 
to the maintenance clerk; the 
account is closed in the regis- 
ter. 

It is not uncommon to make 
a trouble call and find that 
action has been taken within 
15 minutes. Employees are 
urged to mention any condi- 
tion requiring attention to 
their foreman, and it is normal 
practice throughout the plant. 


Safety Work Started 
Before Meeting Over 


A concrete illustration of 
how the program works came 
up at the beginning of a re- 
cent on-the-job 15-minute 
safety meeting. 

An employee mentioned 
that one of the steps leading 
to a wooden platform was 
broken. The meeting was stop- 
ped long enough to make a 
trouble call. Before the meet- 
ing ended, a maintenance man 
was replacing the step. Events 
like that really impress peo- 
ple! 

Second, an engineering ser- 
vice request form has been 
developed for use when labor 
and material involved in a job 
will not exceed $300. It is in- 
tended to get estimates on the 

Continued on page 87 


Circle No. 100 on reader service card for more information —» 





“SELL ’EM THE 
SHOE WITH THE 
SOLE FOR THE JOB” 


SEND FOR 
FREE 
SELECTOR 


This brochure, “Service to In- 
dustry,” describes how Gro- 
Cord’s Industrial Division 
helps safety engineers and 
manufacturers of safety 
shoes increase effectiveness 
of safety shoe programs. 


FOR «FOR 
GREATER GREATER 


CUSTOMER WORKSHOE 
SATISFACTION 


Industrial Division 

Gro-Cord Rubber Co. 

815 North Jackson St. 

Lima, Ohio 

Gentlemen: 

Please send me the brochure, ‘Service to Industry,’ and the Gro- 
Cord Sole Selector. 

Name___ 

Company_ 

Street___ 

City 








A CHECK 


LIST FOR YOUR PLANT FIRE 


SPRINKLER CONTROLS 

Do all the valves in your sprinkler system operate easily? 
Are they all sealed open and easy to reach? 

Are the valve pits free from water? 

Are all valves correctly labeled (as in the picture) ? 

Are all riser alarms in good condition? 

If you have a dry system, is it tight? 





SPRINKLERS 


Do you have enough extra sprinkler heads on hand? 

Are installed heads clear of all obstructions? 

Are heads set for the right temperature now in use? 

Have corroded sprinklers and piping been renewed? 

Is the sprinkler system “winterized” each fall against freezing? 
Does anything interfere with the water distribution pattern? 





FIRE PUMP 


Is steam pump slippage less than 7 r.p.m. at 100 lbs.? 

Is ample steam pressure maintained for your pump all the time? 
Is the pump relief valve properly set? 

Is the pump suction supply in good order? 

Are the batteries for any engine-driven pump fully charged? 

Is the priming tank kept filled? 





GRAVITY PUMP 

Are both tank and tank structure properly protected with paint? 
Is the tank free from sediment and silt accumulation? 

Is the tank heating system in good condition? 

Do you overflow the tank regularly? 

Is the riser boxing well maintained? 

Do the thermometer and the telltale work as they should? 
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PROTECTION 


PROTECTION PROGRAM.... 


FIRE DOORS 


Is every cut-off opening protected with a fire door? 

Are self-closing devices in good working order? 

Do the fire doors close easily and automatically? 

Are fire doors kept clear of storage and other obstructions? 
Are fire doors and metal coverings in good condition? 

Are non-automatic fire doors always kept closed? 





ELECTRICAL EQUIPMENT 


Are fuses of the correct size applied to all circuits? 

Has all temporary wiring been eliminated? 

Are light bulbs kept clear of combustible materials? 

Are oil switches and circuit breakers in good working condition? 
Has dielectric in transformers and switches been checked? 

Are electrical grounds and lighting protection satisfactory? 





FIRE APPLIANCES 


Is every fire extinguisher properly charged and tagged? 

Are extinguishers located where they can be reached quickly? 
Has defective or missing equipment been replaced? 

Do outside hydrants drain so as to prevent freezing in winter? 
Is all fire hose capable of standing necessary pressures? 

If you have a truck, is it ready for immediate use? 





SPECIAL HAZARDS 

Are all flammable materials returned to safe storage each night? 
Is ventilation adequate where flammables are handled? 

Is explosion-proof electrical equipment installed where necessary? 
Is the dust-collecting system working as it should? : 
Are safety cans and storage boxes in good condition? 

Are explosive substances stored in small quantities? 


Continued on next page 
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Fire Protection Program Check List 





Continued from preceding page 


CUTTING AND WELDING 

Have your workers been trained in fire-prevention methods? 
Are portable welding outfits and their hose in good condition? 
Have all necessary safeguards against fire been provided? 

Is welding work moved to the welding shop whenever possible? 
Is a permit system for dangerous work being enforced? 

Is cutting or welding done in especially hazardous areas? 





CLEAN-UP 

Is all spraying and dipping equipment cleaned regularly? 

Are trash and flammable materials quickly and safely disposed of? 
Are metal trash receptacles used exclusively? 

Are excelsior and similar material kept in fusible-link boxes? 

Are the incinerator and its spark arrestor in good condition? 

Are oily rags kept in safety cans and disposed of daily? 





WATCHMAN SERVICE 

Are your watchmen active, healthy, and well trained? 

Do they know exactly what to do when emergencies arise? 
Do they know how the sprinkler system operates? 

Do they cover the entire plant at least once each hour? 

Do they know the location of all fire alarm stations? 

Do they ever leave the plant unattended or sleep on the job? 





FIRE BRIGADE 

Is your fire brigade well trained, and does it drill often? 
Does it maintain a system of regular fire inspections? 

Is responsibility for fire protection properly delegated? 

Is the brigade equipped with all necessary supplies? 

Does the brigade keep up with the best fire-fighting methods? 
Is the public fire department familiar with your plant? 


Pictures and the idea for this check list came from the 
Factory Insurance Association, Hartford, Connecticut. 
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TWENTY HOURS of training in a carefully outlined course 

are given every member of the Hiram Walker and Sons fire 

brigade. Here brigade men learn the use of a fog play pipe. 


YOUR FIRE CHIEF... 


KEY to a good Fire Brigade 





kK IRE Chief Ed Wildeber, who bosses the 125- 
man fire brigade maintained by Hiram 
Walker and Sons, Inc., may not fully appre- 
ciate the fact, but he’s a very special man. 
He has 22 fire companies under him, each 


Three Steps to a First-Class 
Fire Brigade 
Hiram Walker and Sons, Inc., suggests 
these steps for developing a really effec- 





l. 


tive fire brigade: 


Keep the fire pro- 
tection program 
simple. Train men 
to fight fires in 
their own depart- 
ments. 

Maintain training 
schedules regular- 
ly. Fit them into 
slack-time produc- 
tion periods. 
Make volunteers 
feel they are spe- 
cial people, im- 
portant to the 
company and to 
fellow workers. 
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with its own captain. The largest has eight 
members; the smallest has five. 

He’s responsible for protecting $25,000,000 
in distillery plant and warehouse buildings, 
plus a million barrels of maturing whiskies. 

If the Hiram Walker plant burns (as a near- 
by distillery did burn not long ago), about 
1,700 people will be out of jobs. 

All that, however, isn’t what makes Chief 
Wildeber so special. Other industrial fire 
chiefs have responsibilities like those. 

What does set Wildeber apart is the fact that 
he was picked for his job by Hiram Walker 
management for one basic reason—and it’s a 
reason to make other managements lift sur- 
prised eyebrows: he liked people, and people 
liked him. 

Actually, Wildeber knew almost nothing 
about fire except that it could be started with 
matches. He knew just as little about recruit- 





meetings as he can that may have any bearing 
whatsoever on fire and fire prevention. 

Why did Hiram Walker and Sons select a 
man without a background in fire protection? 
Why did it choose a man because he liked peo- 
ple and because they liked him? 

Hiram Walker management felt, as Robert 
Young (chief of fire protection for Youngs- 
town Sheet and Tube Company) recently ex- 
pressed himself about volunteer fire brigade 
members: “You have to make them feel you’re 
with them every step of the way, and—most 
important—that they’re human beings.” Wil- 
deber could do it. 

Three principles went into the program: 

1. It was to be kept simple and specific. 
Volunteers were to be taught to recognize and 
deal with fire hazards in their own depart- 
ments. 

2. Training schedules were to be maintained 


ALL BRIGADE MEN learn how to connect hose, hydrant, 
and grain elevator standpipe. 


ing and training volunteers. But he had 
worked in the Hiram Walker warehouse, and 
he had done plant security work. 

Once management’s finger had been pointed 
at him, Wildeber really got around. First, he 
served as inspector of fire-fighting equipment 
under the safety director; and at the same 
time, he was taught the best housekeeping 
methods. 

While he was still in that job, he was sent to 
the University of Illinois Fire College, where 
he took primary and advanced courses for two 
sessions, each made up of 40 hours of class 
work. 


STRETCHER-BEARING is part of the general training 
given every fire brigade member. This _ stretcher 
may be used in either vertical or horizontal position. 


Brigade Members Want 
To Feel Important 


He went back to his job as inspector, but 
only briefly. Management shipped him again 
to the Fire College, this time to bone up on 
how to teach fire prevention and fire-fighting 
techniques. 
With all this new knowledge fermenting in 
him like so much educational yeast, Wildeber RESUSCITATION equipment is available throughout the 
moved on to his present post. He has been Hiram Walker plant. Fire brigade men are taught its 
urged by management to take part in as many use through “live runs,” with actual demonstrations. 
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A flood of claims against companies by employees for occupational 
damage to hearing may now total over $2 billion, according to reliable estimates vx +x The fact that no 
such claims may have been filed against your company yet does not guarantee you will not be subject to them 
in the future vx x Laws of 45 states already make accidental or traumatic loss of hearing 


compensable. About half of these states recognize gradual loss of hearing as an industrial disease. 


Even if you are located in a state which does not have these laws, your company may be subject 


to damage suits for gradual loss of hearing. 


how can you 
protect yourself? 


take the first step now! 


Beltone Hearing Aid Co. has developed a new 
one electronic tube circuit Audiometer that makes 
hearing tests easy and accurate. It is a light- 
weight, low-priced, trouble-free instrument that 
your plant nurse can use to give hearing tests. If 
you get a Beltone Audiometer and start using it 
now, you may save yourself costly damages for 
hearing loss. 


Pree booklet 


Send today for illustrated booklet that explains 
the new Beltone Audiometer. There is no cost or 
obligation. 


new | vy N| @meteolt] te) Maae)>) \2. 


Bellone 


AUDIOMETER 


A precision testing instrument made by 


BELTONE HEARING AiD CO. 
2900 WEST 36TH STREET 


CHICAGO 32, ILLINOIS City 
Circle No. 23 on reader service card for more information 


A number of far-sighted companies include 

audiometric tests of hearing as part of pre-employment 
physical examinations. These give an accurate record of 
employees’ hearing and may protect you against future claims 
for hearing loss that do not result from conditions in your plant. 


These companies also test the hearing of their employees 
periodically. If your plant uses noisy equipment that can 
damage hearing, it may save you many dollars 

to give your employees periodic audiometric 

tests of hearing. 


AUDIOMETER DIVISION 

BELTONE HEARING AID CO. DEPT 4-96 

2900 WEST 36TH STREET 

CHICAGO 32, ILLINOIS 

Please send me, without obligation, your FREE booklet that de- 
scribes the new Beltone Audiometer that makes hearing tests easy 
and accurate. 


Name 





Address_ 
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THE MIGHTY MITE is tested on the Allison Division 
Indianapolis plant. The truck, small enough to be 
driven through main aisles, is equipped to strike 
hard at fires either in or outside factory buildings. 


This Fire Truck Rolls 
Through Plant Aisles 


THOROUGH fire brigade training under an 
officer of the Indianapolis Fire Depart- 
ment isn’t enough to satisfy the Allison 
Division of General Motors Corporation. 
Allison has added to the customary 
training and equipment what it calls the 
“Mighty Mite”’—a custom-built fire truck 
measuring 150 inches long and 48 inches 
wide, small enough to permit driving it 
through the main aisles of the plant. 


Complete Equipment 
Provided for Fire-Fighting 


The Mighty Mite carries an extension 
ladder, a fire ax, a 10-foot pike pole, and 
300 feet of 34-inch hose mounted on two 
reels. A high-pressure pump, powered 
with a take-off from the 98 horsepower en- 
gine, develops 800 pounds per square inch 
at the pump—about 700 pounds at the 
nozzle. 

Each hose is equipped with a trigger noz- 
zle which will throw either a high-pressure 
stream or water fog to a distance of 70 feet. 
The truck itself has a tank for 300 gallons 
of water, which can be pumped at a rate of 
40 gallons per minute. 

A combination red light and siren is 
mounted on top of the truck. There are two 
swivel-type spotlights in the rear. A plat- 
form, two steps, and hand rails are pro- 
vided to allow fire brigade members to 
ride. e e 








regularly. Whenever possible, these were to 
be fitted into slack-time production periods. 
3. Volunteers were to be told that, among 
all the 1,700 Hiram Walker workers, they were 
most responsible for fighting any fires. They 
were to be made to feel that they and their 
fire brigade jobs were genuinely important. 


Best Brigades Drawn 
From Among Interested Men 


The whole Hiram Walker program is based 
on the idea that the best units, whether they’re 
individual companies or whole brigades, can 
be obtained only by recruiting people who are 
really interested. 

It’s based, too, on an assumption that comes 
into sharp conflict with the opinions of many 
managements: training and work of the fire 
brigade man should be confined almost alto- 
gether to the department where his production 
job is located. 

In the Hiram Walker view, it’s illogical to 
teach a warehouse man how to fight a labora- 
tory fire, or a laboratory technician how to 
fight a warehouse fire. Neither worker, is the 
argument, knows enough about the other’s 
bailiwick to make an effective fire-fighter 
there. 

When Wildeber indulges in a training ses- 
sion, therefore, he doesn’t call in all 125 fire 
brigade members for a general course of in- 
struction in everything from good housekeep- 
ing to electrical engineering. No, indeed! In- 
stead, he calls in not more than eight men for 
not more than one hour. In between these 
times, to keep interest alive, he sends out a 
monthly bulletin on fire topics to every bri- 
gade member. 

Wildeber has been equipped with everything 
necessary to do a first-class teaching job. He 
has cutaway models of fire extinguishers, sec- 
tions of hose, sprinkler heads, rescue ap- 
paratus, asbestos suits, stretchers. 


Blue Line Prints of 
Plant Help in Fighting Fires 


In the small single-company training ses- 
sions, volunteers are taught how to use all this 
and other equipment. And there’s one plan 
Wildeber has adopted that should stand tops 
in any fire chief’s or safety director’s book: 
every volunteer is given a blue line print of 
the whole plant area, in one corner of which 
is an enlarged view of the particular section 
where the volunteer works. That makes cer- 
tain that each man knows where fire-fighting 
and rescue equipment is located. 

Continued on page 39 
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a Hillyard 
FLOOR 

TREATMENT 
PLAN | 


es You 
vertasti IN : — 
eavty Jat at a LOWER maintTENANCE cosT 


Thousands have found the plus 
Values of a Hillyard Floor Survey 


FRE 


SURVEY OF YOUR ‘ "Simple to apply" — 1954 Hospital of the 
PLANT FLOORS §f  %ce) "iinis 


"Beautiful appearance" — World’s largest 


Your nearby Hillyard Maintaineer®, a trained floor 
consultant, will be glad to make a survey of your 
floors and prepare a specialized floor treatment plan 
for you. Half a century of Hillyard experience and 
leadership stand behind his recommendations. 


Let him PROVE to you that Hillyard floor treatments 
are tailored to give you the surface you want for each 
type of floor and floor traffic—bring out the beauty 
of the floor—wear longer—and actually save you 


money in labor and materials! 


There is no charge, no obligation for this service. 


Fraternal building, Michigan 


"Floors are non-skid and easy to maintain" 
— A Student Union in Utah 


"This gym floor stood up 14 years without 
removing finish or re-sanding" — College 
in Texas 


"Hillyard meets the test of providing our 
plants with the best-looking floors, the 
most durable finish, and at the lowest 
cost" — World-famous bottler, New 

York State 


"In addition to wearing qualities, there 
is an intangible factor which makes 
Hillyard products even more valuable to 
the user. I refer to the service organ- 
ization" — Institution in Massachusetts 


HILLYARD CHEMICAL CO. 
St. Joseph, Missouri 


Yes! Please have your Maintaineer survey my floors and show how we 
can reduce maintenance costs. 


ST. JOSEPH, MISSOURI 
San Jose, Calif. Passaic, N. J. 
Branches in Principal Cities 


Circle No. 24 on reader service card for more information 
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keep safety glasses safe 


keep them clean 


Implement your Eye Safety Program by helping your employees 
wipe away their own strongest objection to safety glasses. Quick, 
easy and inexpensive to use, Sight Saver tissues contain the KEEP Your 
proper amount of silicone to give longer-lasting clarity and lus- GLASSES CLEAN 
ter to lenses. Specified by hundreds of Safety Directors, Sight 
Savers are proved by world-wide distribution and repeated use 
by millions of people. 


® Inexpensive to install and maintain 
® Foolproof; eliminates waste 

© No fuss, no muss, 

no fluids 











Readily Available 

from leading Safety Supply Houses 

e ° is SIGHT SAVER DISPENSERS 

install cleaning stations Cat. No. 60 (Black) No. 61 

(White) No. 62 (Safety Green) 

$2.50 
Refill Packets (Cat. No. 65) $1.45 
SHOE SAVER 

Cat. No. 81 (Pints, $2.00, Quarts, 

$3.75, Gallons, $12.75) Cat. No. 
82 (4 ounce bottles, $0.60) 


Mail Coupon Today for Distributor Listing 


Fi IN 
DOW CORNING CORPORATION, Dept. 8206 el 


SHOE SAVER Midland, Mich. SILIGONES 


Please send me your complete listing of sources of supply 


Durable, water repel- for SIGHT SAVER Cleaning Stations and SHOE SAVER. DOW CORNING 


lent silicone treatment 6 
ame 
protects, preserves : = CORPORATION 


leather. Shoes last Company 








longer, stay more comfortable. Address 





Easy and inexpensive to apply. ; 
City 





Improves morale, cuts overhead. 
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Every member of the bri- 
gade gets 20 hours of training, 
split up according to this out- 
line: 

1. Need for the fire protec- 
tion department; department- 
al policies; plant alarm sys- 
tem; evacuation methods. 

2. Departmental organiza- 
tion plan; housekeeping prin- 
ciples. 

3. Duties of each fire com- 
pany; its place in the over-all 
departmental plan; descrip- 
tion of its equipment. 

4. Theory of fire, its origin, 
spread, and control; the auto- 
matic sprinkler system. 

5. Principles of fire ex- 
tinguishment. 

6. Fire extinguishers—kind 
and uses, inspection and re- 
charge. 

7. Fire hydrants and hose 
locations. 

8. Use of foam systems on 
oil or alcohol fires. 

9. Special departmental haz- 
ards. 

10. Gravity tank, storage 
tank, and fire pump. 

11. Underground water sys- 
tem. 

12. Use of resuscitator and 
oxygen breathing apparatus. 

13. Use of mask, air-feed 
respirator, and asbestos cloth- 
ing. 

14. Artificial respiration and 
pressure points. 

15. General review. 

16-19. Yard practice — fire 
hose use, connections, drying, 
reeling, inspection. 

20. Rescue work — use of 
stretchers, evacuation princi- 
ples, transportation of injured 
people. 

When he has finished 10 
hours of this training, the vol- 
unteer is given a_ patch 
“badge” which the company 
has sewn on his overalls. At 
that time, too, a congratula- 
tory letter is sent to him over 
the signatures of the fire chief 
and of the manager of safety 
and plant protection. 

After he has had 20 hours of 
training, the brigade man goes 
through monthly class periods 
at which special departmental 
dangers are outlined. e e 
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Newly developed 


fire rescue suits 


UNAFFECTED by the searing flames 
and high radiant heat outside his res- 
cue suit, this fire fighter basks in the 
comparative coolness of about 100 F. 
The suit gives protection against tem- 
peratures up to 2500 F. 


BEAT the HEAT 


VER since the first recorded 
fire, high radiant heat and 
searing flames have kept fire 
fighters at bay. These two 
hazards to fire fighters have 
probably contributed to the 
destruction of uncountable 
millions of dollars in property, 
to say nothing of the horrible 
losses in human life. 
Extensive studies and ex- 
periments into these hazards 
have led to the recent devel- 
opment of a fabric which 
furnishes the long - needed 
protection from flame and 
high heat radiation. 


Recently introduced on the 
American market by Far-Ex 
Corporation of New York 
City, the fabric works on the 
principle of the reflection of 
radiant heat. The fabric is 
composed of flame resistant 
cotton duck coated with met- 
allic powder and an outside 
layer of aluminum foil. This 
combination permits the 


wearer to withstand outside 
temperatures up to 2500 F by 
keeping the temperature in- 
side the protective fire suit 
down to about 100 F. 

In addition to its flexibility 
and wear resistant qualities, 
this fabric has very little 
weight, an important factor in 
fire rescue. Complete suits 
made of this fabric, including 
hood, jacket, trousers, boots 
and mittens, weigh only 10 to 


15 pounds, depending on the 
style. 


Suits Are 
Waterproof 


Garments of this material 
have been proven completely 
waterproof when tested 
against water under pressure, 
foam and wet water. A 6 x 10” 
copper sprayed heat reflective 
glass eye piece allows a wide 
field of vision. 


Special training in the wear- 





ing of these garments is not 
necessary. Wearers must be 
cautioned against losing the 
sense of danger to radiating 
heat. The suit might cause the 
worker to become over-confi- 
dent and oblivious to the dan- 
gers of falling debris, etc. A 
second fire fighter also fully 
protected should be positioned 
nearby to lend a hand in case 
of trouble. All wearers of the 
garments should be familiar- 
ized with the heat reflective 
principle of the fabric. Work- 
ers should be instructed to 
constantly keep on the move 
in order to get the maximum 
reflection from the aluminum- 
coated surface and avoid ex- 
posing one small part of the 
suit to extreme concentrated 
heat. 

This type of garment should 
not be worn constantly. It 
should not be passed on from 
man to man without giving 
the textile fibre a chance to 
regenerate and impregnate it- 
self with moisture after hav- 
ing been dried out by contact 
with hot, dry air. In order to 


prevent creases in the fabric, 
these garments should be 
hung up after their use, not 
folded. Cleaning of this fabric 
can be accomplished by using 
a soft, fat-free cloth. 

To familiarize industry with 
these garments and _ their 
varied applications, Far-Ex 
Corporation has staged several 
demonstrations in strategic 
industrial areas. In such dem- 
onstrations, ‘‘Fyre-Armor”’ 
was subjected to a variety 
of fires, such as lumber and 
high octane gasoline fires. 
Color films of these demon- 
strations are available from 
the firm on a loan basis. e e 





100% first aid... 

The Colorado Fuel and 
Iron Corporation has given 
every one of its 1,225 coal 
mine employees thorough 
training in first aid meth- 
ods. The mines have had 
no fatal accidents since 
February 5, 1951. 











Portable Water-Spray 
Extinguisher Developed 


The Naval Research Labora- 
tory has come up with a new 
portable water-spray fire ex- 
tinguisher for use in locations 
where control of ventilation 
and movement of combustible 
materials are virtually impos- 
sible. 

The extinguisher, which 
uses water with an added wet- 
ting agent, is reeommended by 
the Laboratory for Class A, B, 
or C fires—any type of fire at 
all. A 2%%-gallon standard 
container is loaded with two 
gallons of liquid; compressed 
air furnishes the operating 
force. A special nozzle breaks 
up the liquid into droplets, 
which produces low electrical 
conductivity and high fire-ex- 
tinguishing efficiency. 

“We have only developed 
the extinguisher,” the Naval 
Research Laboratory reported 
to OCCUPATIONAL HAzarps. “It 
remains for industry to pro- 
duce it commercially.” e e 








@ SECO IN-PLANT 
FIRE TRUCKS... 


Fit the fire prevention program of any plant because 


they combine versatility, speed, maneuverability and 


maximum efficiency. 


Each of the four standard models carries at least 
two major ‘‘Fire-Fighting Guns’’. The Model S-100 
shown at the left is equipped with 300-pounds of 


carbon dioxide and a dry chemical unit. 


All models are built to accommodate a wide variety of fire fighting supplies 
and accessories in addition to the carbon dioxide, dry chemical or water 
fog units. The In-Plant Fire Truck can be equipped to give your plant the 


equipment best suited to your needs. 


Write for our illustrated catalog describing Seco Trucks in 
complete detail. 


ENGINEERING AND MFG., INC. 


DIVISION OF SECO SAFETY PRODUCTS CO. * DETROIT 26, MICHIGAN 
Circle No. 127 on reader service card for more information. 
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The Ansul dry chemical fire equipment pictured above dry chemical piped systems, custom engineered for the 
includes portable hand units, wheeled and stationary units hazard. Ansul equipment is listed and approved by Under- 
and a jeep installation. Ansul also manufactures automatic writers’ and Factory Mutual Laboratories. 


Only Ansul offers a 
Five Year Equipment Warranty 





Your assurance of fast, dependable fire protection 


For you, the buyer of fire equipment, Ansul’s 

important 5 year warranty means many extra A 
years of fast, dependable protection. It also Anc Man! ® 
means freedom from costly maintenance checks Call the Ansu | Man s 


and repairs. Get in touch with your local Ansul 
‘ 2 . man through the “yellow pages’’ or 
Special design and construction features make write ANSUL CHEMICAL COMPANY, Fire 


this warranty possible. Ansul’s weather-tight Equipment Division, Dept. F-43, 
construction keeps out moisture, resists cor- Marinette, Wisconsin. Write Ansul for 
rosion. Patented nozzles deliver the right kind FOP OR SS RA TE Ce. 
of stream for your hazard. A sealed pressure 
cartridge puts Ansul’s “Plus Fifty” dry chemi- 
cal to work immediately—no delay or lag. 
Finally, rugged construction makes it possible $i 
for Ansul equipment to give peak performance 3 

under the toughest operating conditions. 














Circle No. 28 on reader service card for more information. 
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Directory of COMPANIES... 


in the fire fighting equipment field. 


THIS ENTIRE FIRE FIGHTING EQUIPMENT SECTION is designed for removal as a 
complete directory. Keep it in your files for use when buying fire equipment. 

















All of these companies—listed alphabetically with 
their addresses—make products used for plant fire pro- 
tection. Advertisers in this section are listed in BOLD 
FACE showing also the page number of their ad. All of 
the products manufactured by these companies are 


errors and omissions. 


listed alphabetically in the Directory of Products. 
EDITOR'S NOTE: In any edition of this type there are unavoidable 
We've made every effort to make this 
index as complete as possible, including changes right up to 
press time. Some information in this section is missing because 
there was no response from manufacturers. 





A Page 
Acme Protection Equipment Co. ........56 
1207 Kalamazoo St. 
South Haven, Mich. 
S. G. Adams Co. 
924 Olive St. 
St. Louis 1, Mo. 
Ahrens-Fox Inc. 
1650 Central Ave. 
Cincinnati 14, Ohio 
Akron Brass Mfg. Co. - 
Wooster, Ohio 
W. D. Allen Mfg. Co., 
566 W. Lake St. 
Chicago 6, Illinois 
Aluminum Ladder Co. 
Worthington, Pa. 
American District Telegraph Co. 
155 Sixth Avenue 
New York 13, N. Y. 
American Emblem Co., Inc. 
P.O. Box 116 
Utica 1, N. Y. 
American Fire Equipment Co. 
717 Boylston St. 
Boston 16, Mass. 
American Marsh Pumps Inc. 
60 Capital Ave., N.E. 
Battle Creek, Mich. 
American Optical Co. 
Southbridge, Mass. 
The American Rubber Mfg. Co. 
1145 Park Ave. 
Oakland 8, Cal. 
American Safety Tank Co. 
3937 Main St. 
Kansas City 11, Mo. 
Ansul Chemical Co. .... 
Fire Equipment Div. 
Marinette, Wisconsin 
Aquadyne Corporation 
441 Lexington Ave. 
New York 17, N. Y. 
Arguslite Co. 
Blue Ridge Summit, Pa. 
Atlas Safety Equipment Co., Inc. 
27 Warren St. 
New York 7, N. Y. 
The Autocall Co. 
Shelby, Ohio 
Automatic Sprinkler Corp. of America 
Box 360, Jones and Brittain Sts. 
Youngstown, Ohio 
Award Incentives, Inc. 
200 William St. 
New York 38, N. Y. 
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B Page 
B. and M. Siren Mfg. Co. 
763 E. Pico Blvd. 
Los Angeles 21, Cal. 
Badger Fire Extinguisher Co. 
626 Somerville Ave. 
Somerville 43, Mass. 
Beacon Falls Rubber Footwear 
Main Street 
Beacon Falls, Conn. 
John Bean Div. 
Food Machinery & Chemical Corp. 
1305 S. Cedar St. 
Lansing 4, Mich. 
Bendix Radio Div. of Bendix 
Aviation Corp. 
Baltimore 4, Md. 
Benjamin Mfg. Co. 
Northwest Highway and Seegers Rd. 
Des Plaines, III. 
Bennett Mfg. Co. 
Railroad St. 
Alden, N. Y. 
Bi-Lateral Fire Hose Co. 
20 N. Wacker Drive 
Chicago 6, Illinois 
Blaw-Knox Co. 
Automatic Sprinkler Dept 
829 Beaver Ave. 
Pittsburgh 33, Pa. 
The Bomgardner Mfg. Co. 
1384 Hird Ave. 
Cleveland 7, Ohio 
Boston Woven Hose & Rubber Co. 
P. O. Box 1071 
Boston 3, Mass. 
The C. G. Braxmar Co. Inc. 
216 E. 45th St. 
New York 17, N. Y. 
Brooklyn Fibre Broom Co., Inc. 
47A Dinsmore Place 
Brooklyn 8, N. Y. 
Buffalo Fire Appliance Corp. 
221 Crane St. 
Dayton 1, Ohio 


. D. Bullard Co. 
275—8th St. 
San Francisco 3, Cal. 


Cc 


. D. Pike & Fire Hook Mfg. Corp 
207 Orange St. 
New Haven 10, Conn. 


Page 

Cairns & Brother Inc. 

854 Bloomfield Ave. 

(Allwood) Clifton, N. J. 
Carbisulphoil Co. 

2917 Swiss Ave. 

Dallas 4, Texas 
Canton Catt .. 5.0 

307 N. Michigan Ave. 

Chicago 1, Ill. 
Carpenter Mfg. Co. 

236 Master Light Bldg. 

Somerville 45, Mass. 
Chesebrough Mfg. Co. Consolidated 

17 State St. 

New York 4, N. Y. 
Chicago Watchclock Div. of 
Great Lakes Industries 
1526 S. Wabash Ave. 

Chicago 5, Ill. 
Circul-Air Corporation 
575 E. Milwaukee Ave. 
Detroit 2, Mich. 
The Collins Co. 
Collinsville, Conn. 
S. H. Couch Co. Inc. 
3 Arlington St. 
N. Quincy 7, Mass. 
The Cycle-Flo Co. . 
986 Bridgeport Ave. 
Milford, Conn. 


D 


C. R. Daniels Inc. 
Daniels, Md. 

W. S. Darley & Co. 

2810 Washington St. 
Chicago 12, Ill. 

Davis Emergency Equipment Co. Inc. 
45 Halleck St. 

Newark 4, N. J. 

Detex Watchclock Corporation 
76 Varick St. 

New York 13, N. Y. 

Dieges & Clust 
17 John St. 

New York 8, N. Y. 

George W. Diener Mfg. Co. 
400 N. Monticello Ave. 
Chicago 24, Ill. 

Duo-Safety Ladder Corporation 
809-13 Ninth St. 

Oshkosh, Wisc. 








Another 


Ft 
om .;, 


The Safe-T-meter® Pressurized Dry Chemical line, 
first of its type to bear UL approval, presents a com- 
panion extinguisher for Class A hazards . . . enables 
complete plant protection with only two models having 
identical servicing and operating features. 


2% Gallon 
Pressurized Water 
Fire Extinguisher 


VISUAL INSPECTION: A 
e glance at the gauge shows that 

the extinguisher is ready for 

instant, effective operation. 


EASY OPERATION: Don't 
have to turn Safe-T-meter ex- 
tinguisher upside down to op- 
erate . .. just squeeze the 
valve handle from upright 
carrying position. 


SIMPLE SERVICING: No fuss 
or mess in mixing solutions... 
no more handling dangerous 
acids . . . no more periodic 
recharging with the Safe-T- 
meter. Service only when 
gauge shows it’s needed. 


USE ONLY WHAT’S 
NEEDED: You can use as 
much or as little of the con- 
tents of Safe-T-meter extin- 
guishers as you need. No 
danger of uncontrolled flood- 
ing. 


STOPS ACID DAMAGE: In- 

e stead of hazardous acid, harm- 
less air or nitrogen is pressur- 
ing agent. 


Approved by: Underwriters Laboratories, Inc. 
Complete Literature on request 


PRODUCTS CORP. 


ELMSFORD, NEW YORK 





circle No. 29 On Tedder service card for more information, 





Page 
E. and J. Manufacturing Co. 
100 East Graham Place 
Burbank, Cal. 
NG a icc sotmacsesnsctiovepscecd 52 
Wellsburg, W. Va. 


Samuel Eastman Co., Inc. 
Concord, N. H. 


Edwards Co., Inc. 
Norwalk, Conn. 

Elkhart Brass Mfg. Co., Inc. .............. 
1302 W. Beardsley Ave. 
Elkhart, Indiana 

Emergency Aids Co. 

3444 N: Clark St. 
Chicago 13, Illinois 

J. H. Emerson Co. 

22 Cottage Park Ave. 
Cambridge 40, Mass. 


F 


Fairbanks, Morse & Co. 
600 S. Michigan Ave. 
Chicago 5, Ill. 
oe chscedicctecouniconn scr sesntnsed 45 
75 West St. 
New York 6, N. Y. 
Federal Fire Hose Mfg. Co. 
1044 W. Hillcrest Blvd. 
Inglewood, Cal. 
Federal Sign & Signal Corp. ................ 
8735 S. State St. 
Chicago 19, Ill. 


Fenwall, Inc. 
Pleasant St. 
Ashland, Mass. 


The Firewater Co. 
1 First St. 
Los Altos, Cal. 
Frank Mfg. Co., Inc. 
101-111 W. Main St. 
Mentone, Indiana 
Frommelt Industries 
290 Main St. 
Dubuque, lowa 
Fulton Bag & Cotton Mills 
P. O. Box 1726 
Atlanta, Georgia 
WO IE Ds aiennc nec scickaceeconecwesent 65 
221 Crane St. 
Dayton 1, Ohio 
Pepetiaien Gey GN. casi nsin oss sient sO 
243 Broad St. 
Summit, N. J. 


G 


The Gamewell Co. 

Newton Upper Falls 64, Mass. 

The General Detroit Corp. 
2272 E. Jefferson St. 
Detroit 32, Mich. 

General Electric 
166 Broad St. 

Fitchburg, Mass. 

The General Pacific Corp. 
1501 E. Washington Blvd. 
Los Angeles 21, Cal. 

Globe Automatic Sprinkler Co. 
2035 Washington Ave. 
Philadelphia 46, Pa. 

Globe Manufacturing Co. 
Pittsfield, N. H. 

Goodall Rubber Co. 

438 Whitehead Rd. 
Trenton 4, N. J. 
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The B. F. Goodrich Co. 
Industrial Products Div. 
500 S. Main St. 

Akron 18, Ohio 

The Goodyear Tire & Rubber Co. Inc. 
Akron 16, Ohio 

The Goshen Mfg. Co., Inc. 
10th and Reynolds Sts. 

Goshen, Indiana 

Grimes Sprinkler Div. 
Raisler Corp. 

129 Amsterdam Ave. 
New York 23, N. Y. 

Grinnell Co., Inc. 

260 W. Exchange St. 
Providence, R. |. 


H 


Hale Fire Pump Co. 
708 Spring Mill Ave. 
Conshohocken, Pa. 
A. E. Halperin Co., Inc. 
75 Northampton St. 
Boston, Mass. 
Clifford B. Hannay & Co., Inc.............63 
Westerlo, N. Y. 
Hewitt Robins, Inc. 
Hewitt Rubber Div. 
240 Kensington Ave. 
Buffalo 5, N. Y. 
Wm. E. Hooper & Sons Co. 
Juniper and Cherry Sts. 
Philadelphia 7, Pa. 
E. F. Houghton & Co. _........... 57 
303 W. Lehigh Ave. 
Philadelphia 33, Pa. 


Howe Fire Apparatus Co. 
Anderson, Indiana 


The Industrial Home for the Blind 
57 Willoughby St. 
Brooklyn 1, N. Y. 


Industrial Safety Specialties Co., Inc. 
Perkasie, Pa. 


Janesville Apparel Co. 
216 N. Franklin St. 
Janesville, Wisc. 
Johnson-National Insignia Co., Inc. 
10 Maiden Lane 
New York 38, N. Y. 
Junkin Safety Appliance Co., Inc. 
101 South Floyd St. 
Louisville 2, Ky. 
Justrite Mfg. Co. 


2061 N. Southport Ave. 
Chicago 14, Ill. 


K 


Kalamazoo Mfg. Co. 
1827 Reed St. 
Kalamazoo, Mich. 

Walter Kidde & Co., Inc. 
557 Main St. 
Belleville 9, N. J. 

The Kinnear Mfg. Co. 
130 Fields Ave. 
Columbus 16, Ohio 


L 


The F. H. Lawson Co. 
Cincinnati 4, Ohio 
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M Mercer Rubber Co. 


Mack Motor Truck Corp., Fire 140 Mercer St. 
Apparatus Div. Hamilton Square, N. J. 


625 W. 42nd St. ‘ 
New York 36, N. Y. Midwestern Mfg. Co. 
Mackinaw, Ill. 


Mann Edge Tool Co. 
P. O. Box 351 
Lewistown, Pa. 

Mars Signal Light Co. 
4322 W. Chicago Ave. 
Chicago 51, Illinois 

Maxim Motor Co. 

170 Wareham St. 
Middleboro, Mass. 

Medical Supply Co. 
1027 W. State St. 
Rockford, Illinois 


Mine Safety Appliances Co. 
201 N. Braddock Ave. 
Pittsburgh 8, Pa. 


Monsanto Chemical Co. 
Organic Chemicals Div. 
P. O. Box 478 
St. Louis, Mo. 


Motorola, Inc. 
4501 W. Augusta Blvd. 
Chicago 51, Illinois 





FYRE-ARMOR 


PROVEN SUCCESS! 


PROTECTS workers exposed to flames and high radiant heat 
REDUCES incidence of heat exhaustion and accidents 
PROVIDES completely unhindered body action and mobility 
INCREASES PRODUCTION EFFICIENCY. 


Now available to industry after 
years of exhaustive research, 
development and amazingly suc- 
cessful performance, 


industrial heat 
and flame-resistant apparel is 
made from unusually fine fire- 
resistant fabrics fused by a spe- 
cial patented process to metallic 
layers and then topped by spe- 
cially treated durable aluminum 
foil which provides a higher re-_ 
flectivity than any other process 
of aluminization. 


re than 95% 


« reflects me 
of all radia 


nt heat 
+ maintain 
temperatures 


« flexible and supple for 
complete mobility 























Lightweight special CAE equipment 
includes: face shields, vests, aprons, gloves, 
leggings with spats and complete hoods. 
GENE to poulins, blankets and drop-curtains 
are proven superior for shielding inflammable 
materials and for rescue work. 

Complete Proximity Suits are available for 

fire fighters who work in the immediate vicinity 
of flame and who are subjected to high 

heat radiation. 

The omazing MALISAGROLE Rescue Suit protects 
the wearer in 2500° radiant heat... permitting 
complete freedom of action and providing 

extra safety. 


Whatever your fire-safety problem may be, 


GTI) engineers will survey your 
requirements and make recommendations at 
no cost or obligation. 


WRITE, WIRE OR PHONE TODAY for fuil information. 


FAR-EX corporation 
Dept. 5, 75 West Street, New York 6, N. Y. 


Whitehall 3-5296 


Circle No. 30 on reader service card for more information. 


* Patented in Europe 
Pat. Pend. USA 
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SECONDS COUNT 


when your life is at stake 


on the man and in action 
in only 7 seconds 


Compact, light, completely self-con- 
tained, Pocketaire breathing apparatus 
provides a modern approach to Fire 
Attack. Its use of oxygen, the only 
element in air essential to sustain life, 
involves a minimum of weight and 
bulk. A rebreather bag provides the 
needed “‘fill air’. 


“First-in’”’ men, wearing a feather- 
weight 414 pound Pocketaire, are pro- 
tected against every breathing hazard 
by a 5 minute work cylinder and an 
escape cylinder which assures an addi- 
tional 5 minute safety margin. 


“Follow-up” men, using a 15 min- 
ute work cylinder, are also safeguarded 
by the 5 minute escape cylinder. Even 
this larger 612 pound unit is suffi- 
ciently compact to permit free entry 
through small openings. 


Recharged for just a few pennies 
from any standard oxygen cylinder, 
Pocketaire is an inexpensive, lifesav- 
ing, breathing apparatus. 


Pocketaire ... — _— 
longer life le d 
for fire ones 
fighters carrying case 
additional 


NOW ! NEW POCKETAIRE 
PORTABLE OXYGEN UNIT! 


Any emergency need for oxygen can now be 
met quickly and easily. A small new inhalator 
with 2 standard medical cylinders and dis- 
posable mask simplifies oxygen therapy in in- 
accessible areas or on stretchers. At high 
flow rate, lasts up to 1 hour. Complete port- 
able Pocketaire unit in case... only $89.50 
(including reserve cylinder). 


THE CYCLE-FLO CO. 
986 Bridegport Ave., Milford, Conn. 


Circle No. 31 on reader service card. 
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Mc 


McCulloch Motors Corp. 
6101 W. Century Blvd. 
Los Angeles 45, Cal. 


Julian A. McDermott Corp. 
40-22 National St. 
Corona, L. |., N. Y. 


N-O 

National Foam System Inc. 
Union and Adams Sts. 
West Chester, Pa. 

The Neep Equipment Co. 
326 N. W. Broadway 
Portland 9, Oregon 

Newark Ladder & Bracket Co., Inc. 
Walnut and Central Aves., 
Clark (P. O. Rahway) N. J. 

Chas. Niedners Sons Co. 
10-20 James St. 

Malden 48, Mass. 

Notifier Manufacturing Co. 
239 South 11th St. 
Lincoln 8, Neb. 

J. F. Novak Co. 

2701 Meyer Ave. 
Cleveland 9, Ohio 


Oren Roanoke Corp. 

1201-09 West Salem Ave. 
Roanoke, Va. 
P-Q 

The Pac-Kit Co. 

P.O. Box 1306 
Greenwich, Conn. 

Peerless Pump Div. 

Food Machinery & Chem. Corp. 
301 West Avenue Twenty-Six 
Los Angeles 31, Cal. 

Perkins Battery Co. 

1601 Monroe St. 
York 2, Pa. 
The Phister Mfg. Co. 
621 E. Pearl St. 
Cincinnati 2, Ohio 
H. K. Porter Inc. 
74 Foley St. 
Somerville 43, Mass. 
Porto Pump Inc. 
227 Iron St. 
Detroit 7, Mich. 

Powhatan Brass & Iron Works, Inc. 
Ranson, W. Va. 

Preakness, Inc. 

1060 Broad St. 
Newark 2, N. J. 

The Progress Mfg. Co., Inc. 
Arthur, Ill. 

The Protectoseal Company 
1920 S. Western Ave. 
Chicago 8, Ill. 

Pulmosan Safety Equipment Corp. 
644 Pacific St. 

Brooklyn 17, N. Y. 

The Pyle National Co. 

1334 N. Kostner Ave. 
Chicago 51, Ill. 

Pyrene-C-O-Two _. 
Newark 1, N. J. 

Quaker Rubber Corp. 

Div. of H. K. Porter Co., Inc. 
Tacony and Comly Sts. 
Philadelphia 24, Pa. 


R 

Raisler Sprinkler Div. 
129 Amsterdam Ave. 
New York 23, N. Y. 


Randolph Laboratories, Inc. 
8 East Kinzie St. 
Chicago 11, Ill. 

Raybestos Manhattan, Inc. 
61 Willett St. 

Passaic, N. J. 


Red Comet Inc. 
Red Comet Bldg. 
Littleton, Colo. 
The Reliable Automatic Sprinkler Co., 
Inc. 
72-78 Bronx St. 
Mt. Vernon, N. Y. 
Republic Rubber Div. 
Lee Rubber & Tire Corp. 
Albert St. 
Youngstown 1, Ohio 
Rockwood Sprinkler Co. 
38 Harlow St. 
Worcester 5, Mass. 


Ss 


S-T Hydrant Wrench Co. 
P.O. Box 921 
Holyoke, Mass. 

Safety Clothing & Equipment Co. 
1990 E. 69th St. 

Cleveland 3, Ohio 

Safety First Products Corp. - 
175 Saw Mill Rd. 
Elmsford, N. Y. 

Sanford Fire Equipment Corp. 
1620 Burnet Ave. 
Syracuse 6, N. Y. 

The Schwerdtle Stamp Co. 

166 Elm St. 
Bridgeport 3, Conn. 
Scott Aviation Corp. .. 

229 Erie St. 
Lancaster, N. Y. 

The Seagrave Corp. 
2000 S. High St. 
Columbus 7, Ohio 

Seco Engineering & Mfg., Inc. 
1300 W. Fort St. 

Detroit 26, Mich. 

A. Smith & Son, Inc. 

1239 Ridge Ave. 
Philadelphia 23, Pa. 

D. B. Smith & Co., Inc. 
414 Main St. 

Utica 2, N. Y. 

M. L. Snyder & Son, Inc. 

2436 N. Jasper St. 
Philadelphia 25, Pa. 

Sperti Faraday, Inc. 
1322 E. Church St. 
Adrian, Mich. 

Standard Industrial Products Co. .67 
116 So. Garfield Ave. 
Peoria, Ill. 

Standard Safety Equipment Co. 
232 West Ontario St. 
Chicago 10, Ill. 

Stein Bros. Mfg. Co. 

1401 W. Jackson Blvd. 

Chicago 7, Ill. 
Stephenson Corp. 

P. O. Box 392 

Red Bank, N. J. 

The Sterling Siren Fire Alarm Co., Inc. 
8 Bartlett St. 

Rochester 8, N. Y. 
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Stop-Fire Inc. 
125 Ashland Place 
Brooklyn, N. Y. 


Superior American Fire Alarm 
Div. of Ansley Electronics Inc. 
48 Elm St. 

Meriden, Conn. 


T 

W. J. Thiele & Sons, Inc. 
Pine at Cherry 
Johnstown, Pa. 

George C. Thompson Co. 
616—4l1st Ave., North 
Minneapolis 12, Minn. 

Tokheim Corp. -...... 
1602 Wabash Avenue 
Fort Wayne 1, Indiana 


U 
U-C-Lite Mfg. Co. 
1050 W. Hubbard St. 
Chicago 22, Ill. 
Universal Fire Apparatus Corp. 
Wheatland & Center Sts. 
Logansport, Ind. 


Vv 


The Viking Corp. 
435 E. Mill St. 
Hastings, Mich. 
Vonnegut Hardware Co. 
Von Duprin Div. 
402 W. Maryland St. 
Indianapolis 9, Ind. 


WwW 


Waterous Co. 
80 E. Fillmore Ave. 
St. Paul 1, Minn. 

Western Fire Equipment Co. 
69 Main St. 

San Francisco, Calif. 

Wheeler Protective Apparel Inc. 
224 West Huron St. 

Chicago 10, Illinois 

Wirt and Knox Mfg. Co. 
23rd and York Sts. 
Philadelphia 32, Pa. 

The Witt Cornice Co. _. 51 
Winchell, Koebel, and Patterson Sts. 
Cincinnati 14, Ohio 

Wooster Brass Div., The Fyr-Fyter Co. 
1415 E. Bowman St. 

Wooster, Ohio 

Worthington Corporation 

Harrison, N. J. 





THIS Buyers’ GuIvE is only 
an example of the practical 
information of lasting value 
which may be found each 
month in OCCUPATIONAL 
Hazarps. Keep it for perm- 
anent reference and for 
help in making your own 
purchases of fire protection 
equipment. 
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BUFFALO 
etter-buil 


Trade-Mark Registered 


WV APORIZING LIQUID 
\ EXTINGUISHERS 


\CrorceD BRASS HANDLE 
LEAKPROOF SEAL CAP 
Nap aenescepe EASY SHUT-OFF 
MOISTURE PROOF BREATHER 
ONE PIECE FORGED BRASS CAP and LOCK 
EMBOSSED BRASS SHELL FOR STRENGTH 
Protects pump heads 
ONE PIECE VIBRATION and SHOCKPROOF 
PICK UP VALVES 
DRYEX CORROSION PREVENTION 
INSTANT DOUBLE-ACTING PUMP 
GRAPHITAR PISTON . . . will not corrode 
REVOLVING DOUBLE END PICK UP 
RECESSED BRASS NOZZLE 
atl 


GUARANTEED FOR 2 YEARS! 


AVAILABLE IN 1 QT., 11/2. QT. 
1 GALLON AND 2 GALLON SIZES 


UNDERWRITERS’ LABORATORIES, 
FACTORY MUTUAL AND COAST GUARD APPROVED! 


4 get surer fire protection from Buffalo better-built 
extinguishers because there’s more protection built-in! 
Highest engineering standards, exacting manufacture 
and precision inspection produce the finest extin- 
guishers possible. Dealing with your Buffalo industrial 
distributor has many advantages. He carries a com- 
plete line of Buffalo better-built portable extinguish- 
ers, parts and recharges. Simply call him, one trans- 
action, will answer your fire protection needs in a 
hurry. Call him now! He is listed in the yellow pages 
of your telephone directory! 





WRITE TODAY FOR THIS COMPLETE 
POCKET GUIDE TO FIRE PROTECTION! 


SINCE 1895... 


BUFFALO FIRE APPLIANCE 


R A 


“——\ =a are 


Circle No. 32 on reader service card for more information 

















Directory of PRODUCTS... 


in the fire fighting equipment field. 


THIS ENTIRE FIRE FIGHTING EQUIPMENT SECTION is designed for removal as a 
complete directory. Keep it in your files for use when buying fire equipment. 














In this section, each of the products are listed 
alphabetically under a major heading. Under each 
heading, again listed alphabetically, are the names 
of manufacturers of these products. Complete ad- 
dresses for each manufacturer are in the Directory 
of Companies which starts on page 43. 


EDITOR'S NOTE: In any edition of this type there are unavoidable 
errors and omissions. We've made every effort to make this 
index as complete as possible, including changes right up to 
press time. Some information in this section is missing because 
there was no response from manufacturers. We will appreciate 
any suggestions that will help us improve next year's index. 





ALARM SYSTEMS 


Automatic 

American District Telegraph Co. 

The Autocall Co. 

Automatic Sprinkler Corp. of America 

Benjamin Electric Manufacturing Co 

Buffalo Fire Appliance Corp. 

S. H. Couch Co., Inc. 

Edwards Co., Inc. 

The Fyr-Fyter Co. 

Fyr-Larm, Inc. 

The Gamewell Co. 

Grinnell Co., Inc. 

Walter Kidde & Co., Inc. 

Notifier Manufacturing Co. 

Raisler Sprinkler Div. 

Rockwood Sprinkler Co. 

Sperti Faraday, Inc. 

Central Station 

American District Telegraph Co. 

Edwards Co. Inc. 

Notifier Manufacturing Co. 

Sperti Faraday, Inc. 

Industrial 

American District Telegraph Co. 

Benjamin Electric Manufacturing Co. 

S. H. Couch Co., Inc. 

Edwards Co., Inc. 

Federal Sign and Signal Corp. 

The Gamewell Co. 

Notifier Manufacturing Co. 

Sperti Faraday, Inc. 

Superior American Fire Alarm Division, 

Ansley Electronics, Inc. 

Sirens, Horns, Whistles 

The Autocall Co. 

B. and M. Siren Manufacturing Co. 

Benjamin Electric Manufacturing Co 

W. S. Darley and Co. 

Edwards Co., Inc. 

Federal Sign and Signal Corp 

The Gamewell Co. 

Mars Signal Light Co. 

The Pyle-National Co. 

Sperti Faraday, Inc. 

The Sterling Siren Fire Alarm Co., Inc. 

Watchclock Systems 

Chicago Watchclock Division of Great Lakes Industries 
Detex Watchclock Corp. 


AXES, HATCHETS, POLES 


Axes 
W. D. Allen Manufacturing Co. 
Atlas Safety Equipment Co., Inc. 


48 


The Collins Co. 

Mann Edge Tool Co. 

Powhatan Brass & Iron Works, Inc. 

Stein Bros. Mfg. Co. 

Wirt and Knox Manufacturing Co. 

Crow Bars 

Powhatan Brass & Iron Works, Inc. 
Universal Fire Apparatus Corp. 

Western Fire Equipment Co. 

Wirt and Knox Manufacturing Co. 

Wooster Brass Division; The Fyr-Fyter Co. 
Hatchets 

Atlas Safety Equipment Co., Inc. 

Hook Poles 

W. D. Allen Manufacturing Co. 

C. D. Pike and Fire Hook Manufacturing Corp. 
Western Fire Equipment Co. 

Wooster Brass Division; The Fyr-Fyter Co. 
Pike Poles 

W. D. Allen Manufacturing Co. 

C. D. Pike and Fire Hook Manufacturing Corp. 
Howe Fire Apparatus Co. 

Western Fire Equipment Co. 

Wooster Brass Division; The Fyr-Fyter Co. 


BADGES, INSIGNIA 


Badges 

S. G. Adams Co. 

American Emblem Co., Inc. 

Award Incentives, Inc. 

The C. G. Braxmar Co., Inc. 

Cairns and Brother, Inc. 

Dieges and Clust 
Johnson-National Insignia Co., Inc. 
J. F. Novak Co. 

The Schwerdtle Stamp Co. 
Insignia 

S. G. Adams Co. 

American Emblem Co., Inc. 

Award Incentives, Inc. 

The C. G. Braxmar Co., Inc. 

Cairns and Brother, Inc. 

Dieges and Clust 

Johnson-National Insignia Co., Inc. 
J. F. Novak Co. 

The Schwerdtle Stamp Co. 

Wooster Brass Division; The Fyr-Fyter Co. 


BLANKETS, FIRE 


Blankets 

E. D. Bullard Co. 

C. R. Daniels, Inc. 

Davis Emergency Equipment Co., Inc. 
Far-Ex Corp. 

Frommelt Industries 


Circle No. 33 on reader service card for more information.—>» 










THESE AKRON BRASS FOG 
hey & 4 3-7 i tem Zolli Bold = 
EQUIPMENT UP TO DATE 


Now you too can extinguish fires faster 
with less water and less water 
damage — economically. 


STYLE 1300 


Especially designed for use in industrial 
fire fighting. Durable brass nozzle adjusts 
easily to give all degrees of flame-smoth- 
ering fog plus straight stream. Double 
shut-off to further prevent water waste 
and damage. Available in cast finish. 


STYLE 711 


Underwriter’s Laboratories approved; for 
hose rack or hose cabinet use in your 
building. Turns easily to give all degrees 
of fog plus straight stream. Double shut- 
off prevents water waste and damage. 
Effective fog and straight stream even 
where water pressures and gallonages are 
low. Polished brass or chrome plate. 


For additional information 
write to: 


AKRON BRASS MFG. CO., INC. 
WOOSTER, OHIO 


FIRE FIGHTING EQUIPMENT 





Fulton Bag and Cotton Mills 
A. E. Halperin Co., Inc. 
Industrial Products Co. 
; Industrial Safety Specialties Co. 
Drwent Junkin Safety Appliance Co., Inc. 
Mine Safety Appliances Co. 
FIRE Pulmosan Safety Equipment Corp. 
Safety Clothing & Equipment Co. 
THEFT ae Safety Seslenant Co. 
} -y-V-tene Ve} = Wheeler Protective Apparel, Inc. 
Blanket Holders 


U 4 y E. D. Bullard Co. 
Davis Emergency Equipment Co., Inc. 
b . A. E. Halperin Co., Inc. 
l eh Industrial Products Co. 
. Junkin Safety Appliance Co., Inc. 


at een ee eR eee Safety Clothing & Equipment Co. 


i 
Fire Fighting 

Brooklyn Fibre Broom Co., Inc. 
The Industrial Home for the Blind 
Western Fire Equipment Co. 
Clean-Up 

Akron Brass Manufacturing Co. 
W. D. Allen Manufacturing Co. 
Brooklyn Fibre Broom Co., Inc. 
The Industrial Home for the Blind 


rey |(ey-\cl>o mm | ~~ 


: Fire Doors 
PW keds fed Meled qm | re <inceiMonocturing Co 
| ne eagle 
The 4 4 to Letter caianacanteindtaes Coren “en Division 
PROTECTION EXTINGUISHERS 


Cc oO” 
..- 2NA LOWER : W. D. Allen Manufacturing Co. 
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Ga : REDUCING 
: L———~ gf FIRE LOSSES... 


When Carbon Dioxide 
is the Solution 


— The quickly- , ~~ 

installed, low-priced a Is the Answer 

CHICAGO WATCHCLOCK sys- 

tem aes corer so tamperproof—that users a ae re wo 

— - a rates. ; Dioxide Fire Extinguishing Systems are 
Save money on insurance and increase your @ Thousands “specified” protection in hundreds of 

protection against fire, theft and sabotage by of Proven plants —big and little. Providing all the 

installing this simple, positive system of record- Installations advantages of low pressure carbon diox- 


ing your watchman’s activities .. . The CHICAGO ide —immadings entingelenenens, a6 


: extinguishing damage, unlimited quan- 
WATCHCLOCK system quickly pays for itself! @ Recognized and tities of carbon dioxide, uninterrupted 


Approved by All rotection under all conditions— 
The first—and still the first Insurance and Fire CARDOX Systems are backed by the 


CHICAGO WATCHCLOCK Protection Groups engineering experience of thousands 


of proven installations where low pres- 
CIV. GREAT LAKES INDUSTRIES, INC. * CARDOX Low Pressure sure carbon dioxide offers so many 
@ 1532 South Wabash Avenue, Chicago 5, Illinois Carbon Dioxide Fire unequalled a. You can’t rr 
e ° ° ° o,° t ; t nd . +o: 
; Offices in Principal Cities ances oe eee — cops or — hazar * 
’ Fetsign Patente, teeved rite for a survey of your particular 
\ and Pending. hazards today. 





ILLUSTRATED DETAILS CARDOX CORPORATION 
BELL BUILDING e CHICAGO 1, ILLINOIS 


District Offices in Principal Cities 
Circle No. 34 on reader service card for more information. Circle No. 35 on reader service card for more information. 





OCCUPATIONAL HAZARDS 





The American Rubber Manufacturing Co. 


Badger Fire Extinguisher Co. 
Buffalo Fire Appliance Corp. 
Pyrene-C-O-Two 

Geo. W. Diener Mfg. Co. 
The Fyr-Fyter Co. 

The General Detroit Corp. 
The General Pacific Corp. 
Walter Kidde and Co. 
Randolph Laboratories, Inc. 
M. L. Snyder and Son, Inc. 
Stop-Fire, Inc. 

Wirt and Knox Manufacturing Co. 


Dry Chemical 
W. D. Allen Manufacturing Co. 


The American Rubber Manufacturing Co. 


Ansul Chemical Co. 

Buffalo Fire Appliance Corp. 
Pyrene-C-O-Two 

The Fyr-Fyter Co. 

The General Detroit Corp. 
The General Pacific Corp. 
Walter Kidde and Co., Inc. 
Randolph Laboratories, inc. 
Red Comet, Inc. 

Safety First Products Corp. 
M. L. Snyder and Son, Inc. 
Stop-Fire, Inc. 

Wirt and Knox Manufacturing Co. 


Foam 
W. D. Allen Manufacturing Co. 
American Fire Equipment Co. 


The American Rubber Manufacturing Co. 


Badger Fire Extinguisher Co. 
Buffalo Fire Appliance Corp. 
Cardox Corp. 

Geo. W. Diener Mfg. Co. 
The Fyr-Fyter Co. 

The General Detroit Corp. 


The General Pacific Corp 

Walter Kidde and Co., Inc. 
Pyrene-C-O-Two 

Randolph Laboratories, Inc 

Red Comet, Inc. 

Rockwood Sprinkler Co 

M. L. Snyder and Son, Inc. 
Stop-Fire, Inc. 

Wirt and Knox Manufacturing Co. 


Hose Reel 

The Fyr-Fyter Co. 

Walter Kidde and Co., Inc. 

Powhatan Brass & Iron Works, Inc 
Randolph Laboratories, Inc. 

Sanford Fire Equipment Corp 

M. L. Snyder and Son, Inc. 

Western Fire Equipment Co 

Wirt and Knox Manufacturing Co 


Soda-Acid 

W. D. Allen Manufacturing Co. 
American Fire Equipment Co 

The American Rubber Manufacturing Co 
Badger Fire Extinguisher Co. 
Buffalo Fire Appliance Corp. 
Elkhart Brass Manufacturing Co 
The Fyr-Fyter Co. 

The General Detroit Corp. 

The General Pacific Corp 

Geo. W. Diener Mfg. Co. 

Walter Kidde and Co., Inc 
Pyrene-C-O-Two 

Randolph Laboratories, Inc 

Red Comet, Inc. 

M. L. Snyder and Son, Inc. 
Stop-Fire, Inc. 

Wirt and Knox Manufacturing Co 


Vaporizing Liquid 
W. D. Allen Manufacturing Co 
American Fire Equipment Co. 


The American Rubber Manufacturing Co. 
Badger Fire Extinguisher Co. 
Buffalo Fire Appliance Corp. 

Geo. W. Diener Mfg. Co. 

The Fyr-Fyter Co. 

The General Detroit Corp. 

The General Pacific Corp. 

Justrite Manufacturing Co. 
Walter Kidde and Co., Inc. 

The Phister Manufacturing Co 
Pyrene-C-O-Two 

Randolph Laboratories, Inc. 

Red Comet, Inc. 

Sanford Fire Equipment Corp 

M. L. Snyder and Son, Inc. 
Stop-Fire, Inc. 

Wirt and Knox Manufacturing Co 


Water 


W. D. Allen Manufacturing Co. 

The American Rubber Manufacturing Co 

Aquadyne Corp. 

Badger Fire Extinguisher Co. 

John Bean Division—Food Machinery 
and Chemical Corp. 

Buffalo Fire Appliance Corp. 

Cardox Corp. 

Geo. W. Diener Mfg. Co. 

Elkhart Brass Manufacturing Co 

The Fyr-Fyter Co. 

The General Detroit Corp. 

The General Pacific Corp. 

Walter Kidde and Co., Inc 

The Protectoseal Co. 

Pyrene-C-O-Two 

Randolph Laboratories, Inc. 

Sanford Fire Equipment Corp 

D. B. Smith and Co., Inc. 

M. L. Snyder and Son, Inc. 

Stop-Fire, Inc. 

Wirt and Knox Manufacturing Co. 





ELIMINATE 


and LITTER 


HAZARDS! 


TRASH 


WITT Push-Top Lid 


CONVERTS REFUSE CANS INTO LOW-COST, 
SELF-CLOSING WASTE RECEPTACLES 
e@ Fast, easy waste disposal @ 3 sizes fit most standard 


Cans @ Heavy-duty WITT Perma-Zinc steel construction 
@ Double spring, strong tension hinge @ Fits Cans 


snugly, yet easy-to-remove. 


WRITE FOR LEAFLET AND NEAREST DISTRIBUTOR 


ANGLE THE WITT CORNICE COMPANY 


2144 Winchell Avenue 
Circle No. 37 on reader service card for more information. Circle 


-] CANS 
HAVE THE 
4 “RIGHT” 


JUNE, 1955 








INSTALL (Jadomaliz 
FYR-LARMS 








Cincinnati 14, Ohio 





Here is a revolutionary new, low cost fire 
detector that automatically “Screams out” a 
15 minute, 95 decibel warning whistle when 
fire starts in your plant and your home. 


@ EASILY INSTALLED 

@ COMPLETELY AUTOMATIC 
@ TESTED & LISTED BY UNDERWRITER’S LABORATORIES, INC. 
@ GUARANTEED FOR LIFE 


FYR-LARM CO., INC. e 
243 Broad $t., Summit, N. 4. 


No. 36 on reader service card for more information 


Write for 
complete details 
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Wheeled 

W. D. Allen Manufacturing Co. 
Buffalo Fire Appliance Corp. 
Geo. W. Diener Mfg. Co. 

The Fyr-Fyter Co. 

The General Detroit Corp. 
The General Pacific Corp. 
Walter Kidde and Co., Inc. 
Pyrene-C-O-Two 

Randolph Laboratories, Inc. 
Safety First Products Corp. 
Sanford Fire Equipment Corp. 
M. L. Smyder and Son, Inc. 


FIRE DETECTION SYSTEMS 


Automatic 

American District Telegraph Co. 
Automatic Sprinkler Corp. of America 
Blaw-Knox Co. 

Pyrene-C-O-Two 

Cardox Corp. 

S. H. Couch Co., Inc. 

Edwards Co., Inc. 

The Gamewell Co. 

Globe Automatic Sprinkler Co. 
Grinnell Co., Inc. 

Walter Kidde and Co., Inc. 
Notifier Manufacturing Co. 
Raisler Sprinkler Div. 

Rockwood Sprinkler Co. 

Sperti Faraday, Inc. 

Sensing Units for Systems 
Fenwal, Inc. 

Notifier Manufacturing Co. 


FIRST AID EQUIPMENT 


Burn Dressings 
Chesebrough Manufacturing Co. 
Consolidated 


Davis Emergency Equipment Co., Inc. 


A. E. Halperin Co. Inc. 
Industrial Products Co. 
Mine Safety Appliances Co. 
Burn Medicants 
Carbisulphoil Co. 


Davis Emergency Equipment Co., Inc. 


A. E. Halperin Co. Inc. 
Industrial Products Co. 
Medical Supply Co. 

Mine Safety Appliances Co. 
First Aid Kits 

E. D. Bullard Co. 


Davis Emergency Equipment Co., Inc. 


A. E. Halperin Co., Inc. 
Industrial Products Co. 
Medical Supply Co. 

Mine Safety Appliances Co. 
The Pac-Kit Co. 


FLUIDS, FIRE RESISTANT 


Hydraulic 

W. S. Darley and Co. 

E. F. Houghton and Co. 
Monsanto Chemical Co. 


FOAM 


Chemical 

W. D. Allen Manufacturing Co. 
The Fyr-Fyter Co. 

The General Detroit Corp. 

The General Pacific Corp. 
Walter Kidde and Co., Inc. 
National Foam System, Inc. 
Rockwood Sprinkler Co. 

M. L. Snyder and Son, Inc. 


Generators 
Cardox Corp. 


Hale Fire Pump Co. 

Walter Kidde and Co., Inc. 
National Foam System, Inc. 
Pyrene-C-O-Two 

M. L. Snyder and Son, Inc. 
Liquid 

Globe Automatic Sprinkler Co. 
Grinnell Co., Inc. 

Walter Kidde and Co., Inc. 
National Foam System, Inc. 
Pyrene-C-O-Two 

Rockwood Sprinkler Co. 

M. L. Snyder and Son, Inc. 


Pumps 

John Bean Division—Food Machinery 
and Chemical Corp. 

Cardox Corp. 

W. S. Darley and Co. 

Hale Fire Pump Co. 

National Foam System Inc. 


HOSE 


Chemical 

W. D. Allen Manufacturing Co. 
The American Rubber Manufacturing Co. 
Bi-Lateral Fire Hose Co. 

Boston Woven Hose and Rubber Co. 
The Fyr-Fyter Co. 

The General Detroit Corp. 

The General Pacific Corp. 

Goodall Rubber Co. 

The B. F. Goodrich Co. 

The Goodyear Tire and Rubber Co. 
Hewitt Robins Inc. 

Mercer Rubber Co. 

Quaker Rubber Corp. 
Raybestos-Manhattan Inc. 

Republic Rubber Division 

M. L. Snyder and Son, Inc. 





All cans are 


INSIST ON 


EAGLE 


SAFETY CANS 


Approved by Underwriters 
laboratories & Factory Mutual 


eeeeeveeveev eee eee eee 6 @ 


/ TRIGGER 
TYPE 
1 qt., 2 at. 


1 gal. 





FREE-SWING 
TYPE 
2'/2 and 5 gal. 


® Available in 5 sizes from 
1 qt. to 5 gal. 

®@ No waste, no splash, no 
spill 

® Strong I-piece construc- 
tion—no seams 

® Self-adjusting guard cap 
prevents leakage 

® Safe for handling all ex- 
plosive and flammable 
liquids 


Order from your supplier or write us for infor- 
mation. Eagle products are also available in 


Canada. 


MANUFACTURING COMPANY © Wellsburg, W. Va. 


Serving Industry Since 1894 


Circle No. 38 on reader service card for more information. 





V Brass Fire Fighting 


Equipment 
Precision Tooled 
Strongly Built 


Minimum Up-Keep Expense 


Powhatan 


Manufacturers of 
a complete line of 
Industrial Fire 
Protection Equipment 
l. Fire Hose Nozzles 
2. Hose Couplings 
and Appliances 


3. Siamese and 
Connections 


Same Location Since 1892 


Write for our complete 
catalogue “A” 








POWHATAN 
BRASS and IRON WORKS 
Ranson, W. Virginia 








Circle No. 39 on reader service card. 


OCCUPATIONAL HAZARDS 





Cotton 
W. D. Allen Manufacturing Co. 


The American Rubber Manufacturing Co. 


Bi-Lateral Fire Hose Co. 

Boston Woven Hose & Rubber Co. 
Federal Fire Hose Manufacturing Co. 
The Fyr-Fyter Co. 

The General Detroit Corp. 

The General Pacific Corp. 

Goodall Rubber Co. 

The B. F. Goodrich Co. 

The Goodyear Tire and Rubber Co. 
Hewitt Robins Inc. 

Mercer Rubber Co. 

Quaker Rubber Corp. 
Raybestos-Manhattan Inc. 
Republic Rubber Division 

M. L. Snyder and Son, Inc. 

Wirt and Knox Manufacturing Co. 


High Pressure 
W. D. Allen Manufacturing Co. 


The American Rubber Manufacturing Co. 


Bi-Lateral Fire Hose Co. 

Boston Woven Hose and Rubber Co. 

John Bean Division—Food Machinery 
and Chemical Corp. 

The Fyr-Fyter Co. 

The General Detroit Corp. 

The General Pacific Corp. 

Goodall Rubber Co. 

The B. F. Goodrich Co. 

The Goodyear Tire and Rubber Co. 

Hewitt Robins Inc. 

Mercer Rubber Co. 

Quaker Rubber Corp. 

Raybestos-Manhattan Inc. 

Republic Rubber Division 

M. L. Snyder and Son, Inc. 

Wirt and Knox Manufacturing Co. 


Suction 
W. D. Allen Manufacturing Co. 


The American Rubber Manufacturing Co. 


John Bean Division—Food Machinery 
and Chemical Corp. 

Bi-Lateral Fire Hose Co. 

Boston Woven Hose and Rubber Co. 

The Fyr-Fyter Co. 

The General Detroit Corp. 

The General Pacific Corp. 

Goodall Rubber Co. 

The B. F. Goodrich Co. 

The Goodyear Tire and Rubber Co. 

Hewitt Robins Inc. 

Mercer Rubber Co. 

Quaker Rubber Corp. 

Raybestos-Manhattan Inc. 

Republic Rubber Division 

M. L. Snyder and Son, Inc. 

Wirt and Knox Manufacturing Co. 


Synthetic 
W. D. Allen Manufacturing Co. 


The American Rubber Manufacturing Co. 


Bi-Lateral Fire Hose Co. 

Boston Woven Hose and Rubber Co. 
The Fyr-Fyter Co. 

Goodall Rubber Co. 

The Goodyear Tire and Rubber Co. 
Hewitt Robins Inc. 

Mercer Rubber Co. 

Quaker Rubber Corp. 
Raybestos-Manhattan Inc. 
Republic Rubber Division 

M. L. Snyder and Son, Inc. 

Wirt and Knox Manufacturing Co. 


JUNE, 1955 





Another great ELKHART “first” 


: 
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2\2 Gallon 
Pressurized Water 
Fire Extinguisher 


. The gauge is your constant 
guide ... it reports Elk-Air’s 
readiness to go into action or its 
need for simple servicing with air 


pressure and water. 


‘ Valve operated—just squeeze 
handle and air pressure releases 


water stream. 


& Pressurized by air—no 
chemicals—no CO2 cartridge. 


Just air. 


> Minimum damage. Uses only 
necessary amount of water to put 
out fire. No chemical—acid damage 


to property or person. 


> Full capacity—air pressure 
gives continual water stream 


until empty. 


, Minimum maintenance cost. 

No chemical re-charge. No S) 
cartridge replacement. No cartridge 
to remove and weigh to determine 


if ready to use. 


} No ANNUAL 
RE-CHARGING COSTS 


Approved by: Underwriters’ Laboratories, Inc. 


Complete literature on Request 


ELKHART BRASS MFG. CoO., INC. 
ELKHART, INDIANA 


Circle No. 40 on reader service card for more information. 





is your 
plant 
MODERN? 


Not if your 
At EN el eVol lefel 4 
is more than 


5 years 


old. 


With all your modern machin- 
ery, your plant is old-fashioned if you 
are depending on a dial watchclock that 
is more than 5 years old. 


This is not to disparage dial clocks. 
In some instances they are feasible— 
and DETEXx makes the world’s finest line. 
But for completely modern and efficient 
supervision of your watchman day and 
night, weekends and holidays, you need 
the tape-recording GUARDSMAN. 

The GUARDSMAN saves you money in 
supervisors’ overtime, cuts your insur- 
ance premiums. Don’t delay in getting 
full details of the greatest advance in 
watchclock development in over 70 
years. Mail coupon today. 


Detex Watchclock Corp. 
76 Varick Street 
New York 13, N. Y. 


(0 Please send me complete information 
about the GUARDSMAN tape-recording 
watchclock. 


You may send a DETEX representative 
to make a free, no-obligation survey of 
our plant protection needs. 


Company 
Address 


Circle No 41 on reader service card. 
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Unlined Linen 

Federal Fire Hose Manufacturing Co. 
The General Detroit Corp. 

The General Pacific Corp. 

Chas. Niedner’s Sons Co. 

M. L. Snyder and Son, Inc. 

Wirt and Knox Manufacturing Co. 


HOSE APPLIANCES 
Clamps 


Akron Brass Manufacturing Co. 

W. D. Allen Manufacturing Co. 
Boston Woven Hose and Rubber Co. 
Elkhart Brass Manufacturing Co. 
The Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

Powhatan Brass and Iron Works Inc. 
M. L. Snyder and Son, Inc. 

Wirt and Knox Manufacturing Co. 


Wooster Brass Division; The Fyr-Fyter Co. 


Expansion Rings (Brass) 
Akron Brass Manufacturing Co. 
W. D. Allen Manufacturing Co. 
The American Rubber Manufacturing Co. 
Boston Woven Hose and Rubber Co. 
Elkhart Brass Manufacturing Co. 
Howe Fire Apparatus Co. 
Powhatan Brass & Iron Works, Inc. 
Quaker Rubber Corp. 
M. L. Snyder and Son, Inc. 

Western Fire Equipment Co. 
Wirt and Knox Manufacturing Co 


Wooster Brass Division; The Fyr-Fyter Co. 


Holders 

Akron Brass Manufacturing Co. 

W. D. Allen Manufacturing Co. 
Elkhart Brass Manufacturing Co. 
The Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

Powhatan Brass and Iron Works, Inc. 
M. L. Snyder and Son, Inc. 


Wooster Brass Division; The Fyr-Fyter Co. 


Increasers 

Akron Brass Manufacturing Co. 

W. D. Allen Manufacturing Co. 

W. S. Darley and Co. 

Elkhart Brass Manufacturing Co. 

Howe Fire Apparatus Co. 

Powhatan Brass and Iron Works, Inc. 
M. L. Snyder and Son, Inc. 

Wirt and Knox Manufacturing Co. 
Wooster Brass Div.; The Fyr-Fyter Co. 


Reducers 

Akron Brass Manufacturing Co. 

W. D. Allen Manufacturing Co. 

W. S. Darley and Co. 

Samuel Eastman Co., Inc. 

Elkhart Brass Manufacturing Co. 
Howe Fire Apparatus Co. 

Powhatan Brass and Iron Works, Inc. 
M. L. Snyder and Son, Inc. 

Western Fire Equipment Co. 

Wirt and Knox Manufacturing Co. 
Wooster Brass Div.; The Fyr-Fyter Co. 


Siamese Fittings 

Akron Brass Manufacturing Co. 

W. D. Allen Manufacturing Co. 

The American Rubber Manufacturing Co 
Samuel Eastman Co., Inc. 

Elkhart Brass Manufacturing Co. 

The Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

Powhatan Brass and Iron Works, Inc. 

M. L. Snyder and Son, Inc. 


Western Fire Equipment Co. 
Wirt and Knox Manufacturing Co. 
Wooster Brass Div.; The Fyr-Fyter Co. 


HOSE CABINETS 
Drying 

Circul-Air Co. 

The Neep Equipment Co. 


Storage 

S. G. Adams Co. 

W. D. Allen Manufacturing Co. 
Automatic Sprinkler Corp. of America 
The Circul-Air Corp. 

The General Detroit Corp. 

The General Pacific Corp. 

Wirt and Knox Manufacturing Co. 


HOSE CARTS, RACKS, REELS 
Carts 

S. G. Adams Co. 

W. D. Allen Manufacturing Co. 

The American Rubber Manufacturing Co 
M. L. Snyder and Son, Inc. 

Wirt and Knox Manufacturing Co. 


Racks 


S. G. Adams Co. 

W. D. Allen Manufacturing Co. 

The American Rubber Manufacturing Co 
Elkhart Brass Manufacturing Co. 

The General Detroit Corp. 

The General Pacific Corp. 

Powhatan Brass and Iron Works, Inc. 
M. L. Snyder and Son, Inc. 

Wirt and Knox Manufacturing Co. 


S. G. Adams Co. 

W. D. Allen Manufacturing Co. 

The American Rubber Manufacturing Co 
Elkhart Brass Manufacturing Co. 
Clifford B. Hannay and Son, Inc. 

Sanford Fire Equipment Corp. 

M., L. Snyder and Son, Inc. | 

Wirt and Knox Manufacturing Co. 


HOSE ACCESSORIES 

Adapters 

Akron Brass Manufacturing Co. 

W. D. Allen Manufacturing Co. 

The American Rubber Manufacturing Co. 
B. and M. Siren Manufacturing Co. 

W. S. Darley and Co. 

Samuel Eastman Co., Inc. 

Elkhart Brass Manufacturing Co. 

The Fyr-Fyter Co. 

Hewitt Robins, Inc. 

Howe Fire Apparatus Co. 

Powhatan Brass and Iron Works, Inc. 
Quaker Rubber Corp. 

Rockwood Sprinkler Co. 

M. L. Snyder and Son, Inc. 

Western Fire Equipment Co. 

Wirt and Knox Manufacturing Co. 
Wooster Brass Div.; The Fyr-Fyter Co. 


Couplings 

Akron Brass Manufacturing Co. 

W. D. Allen Manufacturing Co. 

The American Rubber Manufacturing Co. 
Boston Woven Hose and Rubber Co. 
Elkhart Brass Manufacturing Co. 
Federal Fire Hose Manufacturing Co. 
The Fyr-Fyter Co. 

Hewitt Robins, Inc. 

Howe Fire Apparatus Co. 

Powhatan Brass and Iron Works, Inc. 


OCCUPATIONAL HAZARDS 





Quaker Rubber Corp. 

M. L. Snyder and Son, Inc. 

Wirt and Knox Manufacturing Co. 
Wooster Brass Div.; The Fyr-Fyter Co. 


Expanders 

Akron Brass Manufacturing Co 

W. D. Allen Manufacturing Co 

W. S. Darley and Co. 

Elkhart Brass Manufacturing Co 

The Fyr-Fyter Co. 

Hewitt Robins, Inc. 

Powhatan Brass and Iron Works, Inc 

M. L. Snyder and Son, Inc. 

Wooster Brass Div.; The Fyr-Fyter Co. 


Spanners 

Akron Brass Manufacturing Co 

W. D. Allen Manufacturing Co. 

The Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

Powhatan Brass and Iron Works, Inc. 
Western Fire Equipment Co. 

Wooster Brass Div.; The Fyr-Fyter Co. 


Valves 

Akron Brass Manufacturing Co. 

The Fyr-Fyter Co. 

Grinnell Co., Inc. 

Powhatan Brass and Iron Works, Inc 
Wirt and Knox Manufacturing Co. 
Wooster Brass Div.; The Fyr-Fyter Co. 


Wrenches 

Akron Brass Manufacturing Co. 

W. D. Allen Manufacturing Co. 

The American Rubber Manufacturing Co 
Elkhart Brass Manufacturing Co. 
The Fyr-Fyter Co. 

Hewitt Robins, Inc. 

Howe Fire Apparatus Co. 

Powhatan Brass and Iron Works, Inc. 
M. L. Snyder and Son, Inc. 

Western Fire Equipment Co. 

Wirt and Knox Manufacturing Co. 


LADDERS 
Metal 


Aluminum Ladder Co. 

John Bean Division—Food Machinery 
and Chemical Corp. 

Duo-Safety Ladder Corp. 

Howe Fire Apparatus Co. 

Newark Ladder and Bracket Co., Inc 


Rope 
Atlas Safety Equipment Co., Inc. 
Newark Ladder and Bracket Co., Inc. 


Wood 

Duo-Safety Ladder Corp. 

The Goshen Manufacturing Co., Inc. 
Howe Fire Apparatus Co. 

Newark Ladder and Bracket Co., Inc. 
The Seagrave Corp. 


LIGHTS 

Emergency Lighting Units 
Carpenter Manufacturing Co. 
Maxim Motor Co. 

The Pyle-National Co. 

M. L. Snyder and Son, Inc. 

U-C Lite Manufacturing Co. 


Flares 

Davis Emergency Equipment Co., Inc. 
Julian A. McDermott Corp. 

U-C Lite Manufacturing Co. 
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Scott Air-Paks 


Cut Repair and Maintenance Costs, 
Safely ! 


Wiy 4.44 
tif ae 
Below — No Waiting. 


Right — Old Method. he 
4 No Down Time with Scott 


Blowing air into chemical : 
storage tank for 24 hours [eu j Air- Pak protection. Man 
before man can safely @ 4 enters and does the job 
enter, &2 4 3 immediately, safely. 





SAVED 
24 HOURS © 


on every 
Tank Cleaning Job 


@ Many times an old established 
practice is accepted as “The way 
it has always been done”. No 
attempt is made to change it. 
Blowing air into a chemical 
storage tank from 12 to 24 hours 
before permitting a man to 
enter to clean or paint it, is a 
typical example! It’s a slow and 
On costly method. How much sim- 
Hazardous Jobs pler and lower in cost to equip 
Scott Air-Paks a man with a Scott Air-Pak — 
Help Management open the tank and let him go 
and Labor i 
; to work Immediately — Safely 
Breathe Easier and Quickly! 


Does tank cleaning and paint- 
ing play a part in your process ? 
Let us tell you more about the 
Scott Air-Pak Way. 


Write for free booklet “Scott 
Air- Paks Save Money, Man 
Hours and Men for Industry!” 


SAFETY EQUIPMENT DIVISION 


SCOTT AVIATION CORP. 


229 ERIE STREET LANCASTER, N. Y. 


Canada: Safety Supply Co., Toronto—Branches in principal cities 
Export: Southern Oxygen Co., 15 West 57th St., New York 19, N. Y. 


Circle No. 42 on reader service card for more information 








433 
GAS HAZARDS 


and How to 


Overcome Them! 


cme 
PROTECTION GUIDE 
for Mererdous Gese 

















As a practical help to anyone 
who is confronted with the prob- 
lem of hazardous gases, mists, 
fumes, smokes and dusts, ACME 
offers this valuable Protection 
Guide. It lists 433 of these 
hazards along with the ACME 
Gas Mask Equipment designed 
to give you dependable protec- 
tion in each specific case. This 
vital information is available ex- 
clusively through ACME. Write 
for your copy today. 


ACME 


... the Only 


GAS MASK 
with “Picture Windows’ 


You never have that ‘‘horse-blinder’’ 
feeling with the ACME Full-Vision Gas 
Mask. Its patented larger lenses pro- 
vide full, natural vision with greater 
comfort along with protection you can 
rely on. Other ACME features include 
easier breathing, less fogging, and in- 
creased audibility. There’s an ACME 
Mask to provide the right protection 
for every hazard such as those listed in 
the Protection Guide. Write for Bul- 
letins 541 and 542 describing ACME 
canister gas mask equipment. 








ACME PROTECTION 
EQUIPMENT COMPANY 


1207 Kalamazoo Street 
South Haven, Mich. 











Circle No. 44 on reader service card. 
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Flood 


Arguslite Co. 

Benjamin Electric Manufacturing Co. 
Julian A. McDermott Corp. 

Mine Safety Appliances Co. 

The Pyle-National Co. 


Hand 


Arguslite Co. 

Carpenter Manufacturing Co. 
W. S. Darley and Co. 

Davis Emergency Equipment Co., Inc. 
Justrite Manufacturing Co. 
Julian A. McDermott Corp. 
Mine Safety Appliances Co. 
Perkins Battery Co. 

U-C Lite Manufacturing Co. 
Searchlights 

Carpenter Manufacturing Co. 
Julian A. McDermott Corp. 
Warning 

Arguslite Co. 

Carpenter Manufacturing Co. 
Davis Emergency Equipment Co., Inc. 
Federal Sign and Signal Corp. 
Justrite Manufacturing Co. 
Julian A. McDermott Corp. 
Mars Signal Light Co. 

The Pyle National Co. 

U-C Lite Manufacturing Co. 


LOUD SPEAKERS (RADIO) 
Two-Way Radio 


Bendix Radio Division of Bendix Aviation 
Corp. 

Motorola, Inc. 

Walkie-Talkie 


Bendix Radio Div., Bendix Aviation Corp. 
Motorola, Inc. 


MOTOR APPARATUS 


CO? Trucks 


Cardox Corp. 

The General Detroit Corp. 

The General Pacific Corp. 
Howe Fire Apparatus Co. 
Maxim Motor Co. 

Seco Engineering & Mfg., Inc. 
Universal Fire Apparatus Corp. 


Foam Trucks 

Cardox Corp. 

The General Detroit Corp. 

The General Pacific Corp. 
Howe Fire Apparatus Co. 
Maxim Motor Co. 

National Foam System, Inc. 
The Progress Manufacturing Co. 
Seco Engineering & Mfg., Inc. 
W. J. Thiele and Sons Co. 
Universal Fire Apparatus Corp. 


Pumpers 


Ahrens-Fox, Inc. 

John Bean Division——Food Machinery 
and Chemical Corp. 

W. S. Darley and Co. 

The General Detroit Corp. 

The General Pacific Corp. 

Howe Fire Apparatus Cc. 

Mack Motor Truck Corp., 
Fire Apparatus Div. 

Maxim Motor Co. 

The Neep Equipment Co. 

Oren Roanoke Corp. 

The Progress Manufacturing Co., Inc. 

Sanford Fire Equipment Corp. 

The Seagrave Corp. 

Seco Engineering & Mfg., Inc. 

W. J. Thiele and Sons Co. 

Universal Fire Apparatus Co. 








Yes—if you use wash-out, cream- 
ery, or steam hose in your plant, 
the WASHREEL is for you. 

Its Rotary Joint enables you to 
reel off just the amount of hose you 
need to do the job. Takes 50 feet of 
3%," hose—gives years of trouble- 
free service. Can be used with 
steam, hot water, cold water or air. 


WIRT & KNOX MFG. CO. 


2708 WEST YORK STREET 
PHILADELPHIA 32, PA. 


Circle No. 43 on reader service card for more information. 
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Tank Trucks 

Ahrens-Fox, Inc. 

W. S. Darley and Co. 

Howe Fire Apparatus Co. 

Mack Motor Truck Corp., 
Fire Apparatus Div. 

Maxim Motor Co. 

The Neep Equipment Co. 

Oren Roanoke Corp. 

The Progress Manufacturing Co., Inc. 

Sanford Fire Equipment Corp. 

The Seagrave Corp. 

Seco Engineering & Mfg., Inc. 

Universal Fire Apparatus Co. 


Trailerized Equipment 
Cardox Corp. 

The Fyr-Fyter Co. 

Howe Fire Apparatus Co. 
Kalamazoo Manufacturing Co. 
Maxim Motor Co. 

Porto Pump, Inc. 

Preakness, Inc. 

Sanford Fire Equipment Corp. 
Universal Fire Apparatus Corp. 
Wirt and Knox Manufacturing Co. 


NOZZLES 
Cellar Pipe 


Akron Brass Manufacturing Co. 

Elkhart Brass Manufacturing Co. 

The Fyr-Fyter Co. 

Powhatan Brass and Iron Works, Inc. 
Rockwood Sprinkler Co. 

Western Fire Equipment Co. 

Wooster Brass Div.; The Fyr-Fyter Co. 


Deluge Sets 

Akron Brass Manufacturing Co. 

Automatic Sprinkler Corp. of America 

Blaw-Knox Co. 

Samuel Eastman Co., Inc. 

Elkhart Brass Manufacturing Co. 

The Fyr-Fyter Co. 

Powhatan Brass and Iron Works, Inc. 

Reliable Automatic Sprinkler Co., Inc. 

Rockwood Sprinkler Co. 

Wooster Brass Div.; The Fyr-Fyter Co. 

Foam 

Akron Brass Manufacturing Co. 

Automatic Sprinkler Corp. of America 

John Bean Division—Food Machinery 
and Chemical Corp. 

Blaw-Knox Co. 

Cardox Corp. 

Elkhart Brass Manufacturing Co. 

The Fyr-Fyter Co. 

Globe Automatic Sprinkler Co. 

National Foam System, Inc. 

Powhatan Brass and Iron Works, Inc. 

Pyrene Manufacturing Co. 

Rockwood Sprinkler Co. 

M. L. Snyder and Son, Inc. 


Fog 

Akron Brass Manufacturing Co. 

W. D. Allen Manufacturing Co. 

The American Rubber Manufacturing Co. 

Automatic Sprinkler Corp. of America 

John Bean Division—Food Machinery 
and Chemical Corp. 

Blaw-Knox Co. 

Cardox Corp. 

Elkhart Brass Manufacturing Co. 

Federal Fire Hose Manufacturing Co. 

The Fyr-Fyter Co. 

Globe Automatic Sprinkler Co. 

Powhatan Brass and Iron Works, Inc. 

Reliable Automatic Sprinkler Co., Inc. 
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IMMEDIATELY EXTINGUISHED! 


It’s not the cigarette or cigar that’s being 
smoked that causes fires — it’s after they’re dis- 
carded and forgotten that they become a serious 
fire hazard! SIPCO DUNKING STATIONS 
end this fire hazard by immediately drowning 
every last dangerous spark. 


Why not rid your plant of smoldering fire hazards by installing SIPCO 
DUNKING STATIONS. They are built for heavy industrial use and abuse 


—are attractive — economical — the perfect solution to your plant smok- 
ing problem. WRITE DEPT. M FOR DESCRIPTIVE LITERATURE 
“Sparky” reproduced through courtesy of N.F.P.A. 


STANDARD INDUSTRIAL PRODUCTS CO 


116 SO. GARFIELD AVE PEORIA, ILLINOIS 


Circle No. 45 on reader service card for more information. 





Rockwood Sprinkler Co. 

M. L. Snyder and Son, Inc. 

Western Fire Equipment Co. 

Wirt and Knox Manufacturing Co. 
Wooster Brass Div.; The Fyr-Fyter Co. 


Heavy Stream 

Akron Brass Manufacturing Co. 

W. D. Allen Manufacturing Co. 

The American Rubber Manufacturing Co. 
Elkhart Brass Manufacturing Co. 

The Fyr-Fyter Co. 

Powhatan Brass and Iron Works, Inc. 
Rockwood Sprinkler Co. 

M. L. Snyder and Son, Inc. 

Wirt and Knox Manufacturing Co. 
Wooster Brass Div.; The Fyr-Fyter Co. 
Pipes, Play 


Akron Brass Manufacturing Co. 


W. D. Allen Manufacturing Co. 


The American Rubber Manufacturing Co. 


Elkhart Brass Manufacturing Co. 
Federal Fire Hose Manufacturing Co. 
The Fyr-Fyter Co. 

Powhatan Brass and Iron Works, Inc. 
Rockwood Sprinkler Co. 

M. L. Snyder and Son, Inc. 

Western Fire Equipment Co. 

Wirt and Knox Manufacturing Co. 
Wooster Brass Div.; The Fyr-Fyter Co. 


Shut Off 
Akron Brass Manufacturing Co. 
W. D. Allen Manufacturing Co. 


The American Rubber Manufacturing Co. 


Elkhart Brass Manufacturing Co. 
Federal Fire Hose Manufacturing Co. 
The Fyr-Fyter Co. 





OVER- 


LOOKING 


A HAZARD 


You are if you are undersignalled! 


All hazardous places or operations 
can’t be eliminated, but their existence 
can be identified and pinpointed with 
an audible or visible warning signal. 


A small investment in a FEDERAL 
Beacon Ray light, siren, horn or bell 
can save a life, avoid a.painful injury 
or prevent a mechanical failure. One 
such saving, translated into dollars 
and cents may be the difference be- 
tween business success and failure. 


FEDERAL offers the most extensive 


variety of safety signals. 


Write for 
Industrial Signal literature. 


ial 


ae 


. 2 


BEACON RAY 


FEDERAL 


FEDERAL TYPE A SIREN 


FEDERAL 


formerly: Federal Enterprises, Inc. 


8735 S. State Street 
Chicago 19, Illinois 


Corporation 


Circle No. 46 on reader service card for more information. 





Powhatan Brass & Iron Works Inc. 
Rockwood Sprinkler Co. 

M. L. Snyder and Son, Inc. 

Western Fire Equipment Co. 

Wirt and Knox Manufacturing Co. 
Wooster Brass Div.; The Fyr-Fyter Co. 


Spray (Water) 

Akron Brass Manufacturing Co. 
Boston Woven Hose and Rubber Co. 
Cardox Corp. 

The Fyr-Fyter Co. 

Grinnell Co., Inc. 

Powhatan Brass & Iron Works Inc. 
Pyrene-C-O-Two 

Rockwood Sprinkler Co. 

Raisler Sprinkler Div. 

D. B. Smith and Co., Inc. 

The Viking Corp. 

Western Fire Equipment Co. 

Wirt and Knox Manufacturing Co. 
Wooster Brass Div.; The Fyr-Fyter Co. 


Spray (other) 

Akron Brass Manufacturing Co. 
Grinnell Co., Inc. 

Powhatan Brass and Iron Works, Inc. 
Raisler Sprinkler Div. 

D. B. Smith and Co., Inc. 


OXYGEN REVIVING 
APPARATUS 
Inhalators 

E. D. Bullard Co. 

Cycle-Flo Co. 

W. S. Darley and Co. 

Davis Emergency Equipment Co., 
E and J Manufacturing Co. 
J. H. Emerson Co. 

Globe Industries, Inc. 
Mine Safety Appliances Co. 
Scott Aviation Corp. 
Stephenson Corp. 


Respirators 

American Optical Co. 

E. D. Bullard Co. 

Geo. W. Diener Mfg. Co. 

J. H. Emerson Co. 

Mine Safety Appliances Co 
Pulmosan Safety Equipment Corp. 
Scott Aviation Corp. 


Resuscitators 

E. D. Bullard Co. 

W. S. Darley and Co. 

Davis Emergency Equipment Co., Inc. 
Geo. W. Diener Mfg. Co. 

E and J Manufacturing Co. 

J. H. Emerson Co. 

Globe Industries, Inc. 

Mine Safety Appliances Co. 
Stephenson Corp. 


PUMPS 
Fire Apparatus 


American Fire Equipment Co. 

American-Marsh Pumps, Inc. 

John Bean Division—Food Machinery 
and Chemical Corp. 

W. S. Darley and Co. 

Fairbanks Morse and Co. 

General Electric (turbines) 

The General Detroit Corp. 

The Generai Pacific Corp. 

Hale Fire Pump Co. 

Howe Fire Apparatus Co. 

Peerless Pump Division of Food Machin- 
ery and Chemical Corp. 

The Seagrave Corp. 

Waterous Co. 


OCCUPATIONAL HAZARDS 





Hand 

Buffalo Fire Appliance Corp. 
D. B. Smith and Co., Inc. 
Tokheim Corp. 

Western Fire Equipment Co. 


High Pressure 

American-Marsh Pumps, Inc. 

John Bean Division—Food Machinery 
and Chemical Corp. 

W. S. Darley and Co. 

Fairbanks Morse and Co. 

Hale Fire Pump Co. 

Porto Pump, Inc. 

The Seagrave Corp. 

Waterous Co. 

Worthington Corp. 


Portable 

American-Marsh Pumps, Inc. 
W. S. Darley and Co. 
Fairbanks Morse and Co. 
Hale Fire Pump Co. 
McCulloch Motors Corp. 
Porto Pump, Inc. 

D. B. Smith and Co., Inc. 
Western Fire Equipment Co. 


RESPIRATORY PROTECTIVE 
EQUIPMENT 

Air Breathing 

Acme Protection Equipment Co. 

E. D. Bullard Co. 

The Cycle Flo Co. 

Davis Emergency Equipment Co., Inc. 
Mine Safety Appliances Co. 
Pulmosan Safety Equipment Corp. 
Scott Aviation Corp. 


Masks 

Acme Protection Equipment Co. 

E. D. Bullard Co. 

Davis Emergency Equipment Co., Inc. 
Mine Safety Appliances Co. 
Pulmosan Safety Equipment Corp. 


Safety Clothing & Equipment Co. 
Scott Aviation Corp. 


Oxygen Breathing 

Acme Protection Equipment Co. 
Mine Safety Appliances Co. 
Stephenson Corp. 


Accessories 
Acme Protection Equipment Co. 
Mine Safety Appliances Co. 


SAFETY CANS, CONTAINERS 
(NON-FLAMMABLE) 


Cans 

S. G. Adams Co. 

E. D. Bullard Co. 

Geo. W. Diener Mfg. Co. 
Eagle Manufacturing Co. 
The General Detroit Corp. 
The General Pacific Corp. 
Justrite Manufacturing Co. 
The F. H. Lawson Co. 

The Protectoseal Co. 

M. L. Snyder and Son, Inc. 
Wirt and Knox Manufacturing Co. 


Containers 

The General Detroit Corp. 

The General Pacific Corp. 
Justrite Manufacturing Co. 
Standard Industrial Products Co. 


Oily Waste Cans 
Justrite Manufacturing Co. 
M. L. Snyder and Son, Inc. 
The Witt Cornice Co. 
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Shuts Doors, Windows, Stops Conveyors 


Sounds Alarm... 


EXTINGUISHING 
SYSTEMS 


Where your fire hazards are severe and areas 


are large or inaccessible . . . play safe! Be 
ready and secure with a fast action Randolph 
Automatic Fire Extinguishing SYSTEM! 

At the first spark or flicker of flame. . 
hundreds of pounds of powerful, non-damaging 
carbon dioxide flood the entire area . . . reach 
into every corner . . . stop the toughest fire 

.. all automatically .. . all in a few seconds! 

Thermostats set off alarms and immediately 
release a fire killing charge of CO. from stored 
cylinders through pipelines to overhead nozzles 

. the CO: charge smothers the fire with 
a heavy snow blanket. This charge can also 
shut doors, close windows, shut off motors, 
fans, conveyors, gas lines and close ducts... 
all automatically. 

Send for Randolph’s free FIRE HAZARD 
INDEX recommending the correct equipment 
for protection against any of the 580 typical 


A fire! And the sensitive detector sends 
current to an alarm and storage tanks! 











Doors and windows close . . . conveyors 
stop automatically. Powerful carbon 
dioxide pours through the feed lines. 


\ .; 
Oe f \ 
; | we 


= 


Giant-size “CYCLONE” nozzles deliver 
the fire-killing punch . . . flood the entire 
room in 15 seconds! 











' 
al 





fire hazards that might exist on your premises. Randolph’s System Engineer- 
ing Service is also available without cost or obligation. Write today: Randolph 


Laboratories, Inc., 3 E. Kinzie St., Chicago 11, IIl. 


Ga ee 


rel 
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Tanks 

S. G. Adams Co. 

American Safety Tank Co. 

The Protectoseal Co. 

Wirt and Knox Manufacturing Co. 


Waste Disposal Units 
S. G. Adams Co. 

Bennett Manufacturing Co. 
E. D. Bullard Co. 

Geo. W. Diener Mfg. Co. 
Justrite Manufacturing Co. 
The F. H. Lawson Co. 

The Protectoseal Co. 


SHIELDS, COVERS 


Canvas Shields 

C. R. Daniels, Inc. 

Frommelt Industries 

Fulton Bag and Cotton Mills 
Wm. E. Hooper and Sons Co. 
Industrial Products Co. 
Industrial Safety Specialties Co. 
Pulmosan Safety Equipment Corp 
Wheeler Protective Apparel, Inc. 


Fire Shields 

C. R. Daniels, Inc. 

Frommelit Industries 

Industrial Products Co. 

National Foam System, Inc. 
Pulmosan Safety Equipment Corp. 
Western Fire Equipment Co. 
Wheeler Protective Apparel, Inc. 


Salvage Covers 

C. R. Daniels, Inc. 

Frommelt Industries 

Fulton Bag and Cotton Mills 
Wm. E. Hooper and Sons Co. 
Industrial Products Co. 
Industrial Safety Specialties Co. 


Welding Curtains 

American Optical Co. 

E. D. Bullard Co. 

C. R. Daniels, Inc. 

Frommelt Industries 

Fulton Bag and Cotton Mills 
Industrial Products Co. 

Pulmosan Safety Equipment Corp. 
Safety Clothing & Equipment Co. 
Standard Safety Equipment Co. 
Wheeler Protective Apparel, Inc 


SMOKE DETECTORS 
Automatic 

Cardox Corp. 
Pyrene-C-O-Two 

Walter Kidde and Co., Inc. 
Randolph Laboratories, Inc. 


SPRINKLERS, SYSTEMS 
Automatic 

Globe Automatic Sprinkler. 
Grinnell Co., Inc. 

Notifier Manufacturing Co. 
Raisler Sprinkler Div. 


The Reliable Automatic Sprinkler Co., 


Inc. 
Built-in CO? Systems 
Cardox Corp. 
Pyrene-C-O-Two 
Grinnell Co., Inc. 
Walter Kidde and Co., Inc. 
Randolph Laboratories, Inc. 


Heads 


Automatic Sprinkler Corp. of America 


60 


Blaw-Knox Co. 

Globe Automatic Sprinkler Co. 

Grinnell Co., Inc. 

Raisler Sprinkler Div. 

The Reliable Automatic Sprinkler Co., 
Inc. 

Rockwood Sprinkler Co. 

The Viking Corp. 


Pipe 

Automatic Sprinkler Corp. of America 
Blaw-Knox Co. 

Globe Automatic Sprinkler Co. 

The Viking Corp. 


Systems 

Automatic Sprinkler Corp. of America 

Blaw-Knox Co. 

Globe Automatic Sprinkler Co. 

Grinnell Co., Inc. 

Raisler Sprinkler Div. 

The Reliable Automatic Sprinkler Co., 
Inc. 

Rockwood Sprinkler Co. 

The Viking Corp. (deluge and water spray 


Valves 

Globe Automatic Sprinkler Co. 

Powhatan Brass and Iron Works 

Raisler Sprinkler Div. 

The Reliable Automatic Sprinkler Co. Inc. 


STRETCHERS 


Stretchers 

The Bomgardner Manufacturing Co. 
E. D. Bullard Co. 

Davis Emergency Equipment Co., Inc. 
Emergency Aids Co. 

Frank Manufacturing Co., Inc. 

A. E. Halperin Co., Inc. 

Junkin Safety Appliance Co., Inc. 
Mine Safety Appliances Co. 

A. Smith and Son, Inc. 

Wirt and Knox Manufacturing Co. 


Wheeled Cots 


The Bomgardner Manufacturing Co. 
Emergency Aids Co. 
Frank Manufacturing Co., Inc. 


TOOLS 

Forcible Entry 

Elkhart Brass Manufacturing Co. 

C. D. Pike and Fire Hook Manufacturing 
Corp. 

H. K. Porter, Inc. 

M. L. Snyder and Son, Inc. 

Wooster Brass Div.; The Fyr-Fyter Co. 


Hydrant Wrenches 

Akron Brass Manufacturing Co. 

W. D. Allen Manufacturing Co. 

B and M Siren Manufacturing Co. 
Elkhart Brass Manufacturing Co. 
The Fyr-Fyter Co. 

Howe Fire Apparatus Co. 

Powhatan Brass and Iron Works, Inc. 
M. L. Snyder and Son, Inc. 

S.-T. Hydrant Wrench Co. 

Western Fire Equipment Co. 
Wooster Brass Div.; The Fyr-Fyter Co. 


Wire Cutters 
H. K. Porter, Inc. 
Stein Bros. Mfg. Co. 


WEARING APPAREL 
Asbestos Clothing 
American Optical Co. 

E. D. Bullard Co. 

Industrial Products Co. 
Industrial Safety Specialties Co. 
Mine Safety Appliances Co. 
Pulmosan Safety Equipment Corp. 
Safety Clothing & Equipment Co. 
M. L. Snyder and Son, Inc. 
Standard Safety Equipment Co. 
Wheeler Protective Apparel, Inc. 


Boots 


Beacon Falls Rubber Footwear 
Cairns and Brother, Inc. 
Goodall Rubber Co. 

Mine Safety Appliances Co. 
M. L. Snyder and Son, Inc. 


Clothing, Rubber, Canvas 
American Optical Co. 

Cairns and Brother, Inc. 
Frommelt Industries 

Globe Manufacturing Co. 

Goodali Rubber Co. 

The B. F. Goodrich Co. 

Industrial Safety Specialties Co. 
Janesville Apparel Co. 
Midwestern Manufacturing Co. 
Mine Safety Appliances Co. 
Pulmosan Safety Equipment Corp. 
Safety Clothing & Equipment Co. 
M. L. Snyder and Son, Inc. 


Fire Rescue Suits 

Far-Ex Corp. 

Industrial Safety Specia‘ties Co. 
Mine Safety Appliances Co. 
Safety Clothing & Equipment Co. 
Standard Safety Equipment Co. 
Wheeler Protective Apparel, Inc. 


Hats, Caps, Uniforms 
E. D. Bullard Co. 

The B. F. Goodrich Co. 
Mine Safety Appliances Co. 


Helmets 

American Optical Co. 

E. D. Bullard Co. 

Cairns and Brother, Inc. 

Davis Emergency Equipment Co. 
Mine Safety Appliances Co. 
Pulmosan Safety Equipment Corp. 
Wheeler Protective Apparel, Inc. 


WETTING AGENTS 
Compounds 

Aquadyne Corp. 

W. S. Darley and Co. 

The Firewater Co. 

The General Detroit Corp. 
The General Pacific Corp. 
E. F. Houghton and Co. 
National Foam System, Inc. 
Rockwood Sprinkler Co. 
M. L. Snyder and Son, Inc. 


MISCELLANEOUS 

Canvas or Metal Pails, Buckets 
C. R. Daniels, Inc. 

Lightning Rods and Arrestors 
George E. Thompson Co. 


Smoke Exhausters 


The Neep Equipment Co. 
Wooster Brass Division 


OCCUPATIONAL HAZARDS 








WHAT HAPPENS NEXT ? 


If management has been wise, a fire tragedy will be Furthermore, there is a personal sense of responsibility 

‘ , ° ‘ P inherent with PYRENE—C-O-TWO Fire Protection Engi- 
stopped before it starts...if not, in 20 minutes extensive neers that assures you of fully adequate firesafety . . . a definite 
destruction and total loss could readily be the result. plus in your behalf. Whether it’s fire detecting or fire extin- 
guishing . . . portables or built-in systems . . . PYRENE— 
First-rate fire protection is essential to the continued success C-O-TWO means top quality backed by experienced engi- 
of any business. With C-O-TWO Smoke or Heat Fire Detect- neering that results in operating superiority for you at all times. 
ing Systems, plus C-O-TWO High Pressure or Low Pressure Act now...don’t take unnecessary chances with your 
Carbon Dioxide Type Fire Extinguishing Systems, as well as investment any longer . .. the extensive experience of PYRENE 
PYRENE Air Foam Type Fire Extinguishing Systems for —C-O-TWO over the years is at your disposal without obli- 
specific outdoor locations, your plant can have fast, positive gation. Remember...a plant-wide fire protection survey 
round-the-clock fire watchman service simultaneously at each skillfully executed today could be the means for greater 
fire hazard point... a fire tragedy is stopped before it starts. profits tomorrow. 


- PYRENE-- C-O-TWO 


fyrene NEWARK 1 + NEW JERSEY 


Sales and Service in the Principal Cities of United States and Canada 


COMPLETE FIRE PROTECTION 


portable fire extinguishers ... built-in fire detecting and fire extinguishing systems 


CARBON DIOXIDE + DRY CHEMICAL + VAPORIZING LIQUID + SODA-ACID + WATER CHEMICAL 


Circle No. 48 on reader service card for more information 


JUNE, 1955 














Directory of TRADE NAMES 


in the fire fighting equipment field. 


THIS ENTIRE FIRE FIGHTING EQUIPMENT SECTION is designed for removal as a 
complete directory. Keep it in your files for use when buying fire equipment. 

















This index is provided for easy reference in locat- 
ing any products where the trade name may be famil- 
iar but the manufacturer's name is not known. Trade 
names are listed alphabetically, products are briefly 
described and names of manufacturers indicated. 
For complete information on these companies refer 


press time. 


to the Directory of Products on page 48 and the 
Directory of Companies on page 43. 


EDITOR'S NOTE: In any edition ef this type there are unavoidable 
errors and omissions. 
index as complete as 


We've made every effort to make this 
possible, including changes right up to 





A 


ADAPTABEL—Horns. 

Edwards Company Inc. 
ADAPTAHORN—Horns. 

Edwards Company Inc. 
ADT—Industrial alarm systems. 

American District Telegraph Co. 
AERO—Automatic fire alarm system. 

American District Telegraph Co. 
AER-O-FOAM—Foam liquid. 

National Foam System Inc. 
AHRENS-FOX—Pumpers, tank trucks. 

Ahrens-Fox, Inc. 
AIR FOAM—Sprinkler system. 

Automatic Sprinkler Corp. of America. 
AIR MASK—Demand type masks. 

Mine Safety Appliances Co. 
AJAX—Fire hose, booster chemical hose. 

Hewitt Robins Inc. 
AKBAR—Automatic fire doors & shut- 

ters. 

The Kinnear Mfg. Co. 
AKRO-JET—Nozzle. 

Akron Brass Mfg. Co. 
AKRO-MIST—Fog Nozzles. 

Akron Brass Mfg. Co. 
ALCO-LITE—Aluminum fire ladders 

Aluminum Ladder Co. 
ALERT—Watchclock. 

Detex Watchclock Co. 
ALLENCO—Hose, hose cabinets, racks, 

reels, couplings, spanners, axes, noz- 

zles, siamese fittings, crowbars. 

W.D. Allen Mfg. Co. 
ALL PURPOSE—Gas mask canister. 

Acme Prot. Equipt. Co. 
ALL PURPOSE—Foam liquid. 

Rockwood Sprinkler Co. 
ALL-SERVICE—Canisters. 

Mine Safety Appliances Co. 
ALL-VISION—Facepieces. 

Mine Safety Appliances Co. 
ALL WEATHER—First aid kits 

Mine Safety Appliances Co. 
ALZO-LITE—Flood light. 

Benjamin Elect. Mfg. Co. 
AMERICAN—Synthetic rubber lined 

hose. 

American Rubber Mfg. Co. 
AMERICAN—Soafety fuel supply tanks. 

American Safety Tank Co. 
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AMERICAN MARSH—Fire pumps. 

American Marsh Pumps Inc. 
ANSUL—Dry chemical fire extinguisher. 

Ansul Chemical Co. 
APTAN—Sprinkler system. 

Automatic Sprinkler Corp. of America. 
AQUA-FOAM—Foam nozzle. 

Cardox Corp. 
AQUA-FOAMPAK—Mech. foam gener- 
ator. 

Cardox Corp. 

AQUA FOG—Water nozzle. 

Cardox Corp. 


AQUA GAS—Waoter nozzle. 
Cardox Corp. 

AQUA JET—Water spray nozzle. 
Cardox Corp. 

ARGUSLITE—Arguslite Co. 

ARROW—Pump tank extinguisher 

(water) 

D. B. Smith & Co. Inc. 

ASBESTOS FIREMAN—Asbestos cloth- 
ing, fire rescue suits (asbestos). 
Wheeler Protective Apparel Co. 

ATLAS—lInsulated crash axes, hatches, 


rope ladders. 
Atlas Safety Equipment Co., Inc. 


AUTO-STREAM—Fog nozzles. 
Akron Brass Mfg. Co. 


BARTON—Fire pumps. 
American Marsh Pumps Inc. 
BARTON—AMERICAN—Fire pumps. 
American Marsh Pumps Inc. 
BEACON-RAY—wWarning lights. 
Federal Sign & Signal Corp. 
BENNETT BiLT—Waste disposal units. 
Bennett Mfg. Co. 
BIG BEAM—Flares, hand lights, warning 
lights, emergency lighting units. 
U-C Lite Mfg. Co. 


BI-LATERAL—Cotton rubber lined fire 
hose. 
Bi-Lateral Fire Hose Co. 

BLAZE BRAKER—Welding curtains 
Fulton Bag & Cotton Mills. 


BLUE RIBBON—Wooden ladders. 
Goshen Mfg. Co. Inc. 


BOSTON—Fire nozzles, hose. 
Boston Woven Hose & Rubber Co. 
BRAXMAR—Badges, insignia. 
The C. G. Braxmar Co. Inc. 


BREAKSTONE—CO’ extinguisher. 
M. L. Snyder & Son Inc. 


BRESNAN—Cellar pipe nozzles. 
Elkhart Brass Mfg. Co. 

BUFFALO—CO’. dry chemical, foam, 
soda-acid, vaporizing liquid, water, 
wheeled extinguishers. 
Buffalo Fire Appliance Corp. 

BULL DOG—Fire hose, cotton rubber 
lined. 
Boston Woven Hose & Rubber Co. 


Cc 


CM-7—Vaporizing liquid fire extin- 
guishing agent. 
Red Comet, Inc. 


C-0O-TWO—CO? Fire Extinguishers, dry 
chemical extinguishers, built in CO? 
systems, automatic fire detection sys- 
tems. 

C-O-TWO Squeeze 
tinguisher. 

CAPTAIN—Water extinguisher, (hand 
pump). 

Fyr-Fyter Co. 

CARDOX—CO* fire trucks, foam fire 
trucks, trailerized fire equipment, 
built-in CO? systems. 

Cardox Corp. 

CENTRAL STATION—Woter extingu- 
isher (hand pumps). 
Fyr-Fyter Co. 

CHAIR COT—Stretchers. 

Bomgardner Mfg. Co. 

CHAMPION—Motor apparatus fire 
pumps. 

W. S. Darley & Co. 

CHEMOCART—Respirator. 

Pulmosan Safety Equipment Corp. 

CHEMOX—Oxygen breathing apparatus. 
Mine Safety Appliances Co. 

CHIEF—Shutoff nozzles. 

Elkhart Brass Mfg. Co. 


Grip —CO*_  Ex- 
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CIRCUL-AIR—Hose drying cabinet. 
Circul-air Corp. 
COHARDITE—Wire cutters. 
H. K. Porter Inc. 
COLD-FOAM—Foam liquid (for—20°F). 
National Foam System, Inc. 
COLLAPSI-COT—Stretchers. 
Emergency Aids Co. 
COMMAND-AIR—Two way radio. 
Bendix Radio Div. 
COMMANDO—Pumpers (rural), tank 
trucks. 
The Progress Mfg. Co., Inc. 
CONDOR—Fire hose. 
Raybestos Manhattan, Inc. 
CONTROL-FLO—Valves, fire hose valves. 
Wooster Brass Div. 
COUCH—Signaling equipment. 
S. H. Couch Co. Inc. 
CRACKERJACK—Rubber lined cotton 
hose. 
American Rubber Mfg. Co. 
CUSHION BALL—Nozzle. 
Wooster Brass Div. 


D 

DAN-DRY—Salvage Covers. 

C. R. Daniels Inc. 
DANDUX—Canvas fire pails and buck- 

ets, salvage covers. 

C. R. Daniels Inc. 
DANTEX—Salvage covers. 

C. R. Daniels Inc. 
DAYTON—Cotton rubber lined hose, 

water extinguisher (hand pump). 

The Fyr-Fyter Co. 
DE LUXE—Fire hose & extinguisher cab- 

inets. 

Wirt & Knox Mfg. Co. 
DETECT-A-FIRE—Thermostatic sensing 

units for automatic systems. 

Fenwall, Inc. 
DIRECT-er—Sirens. 

The Pyle-National Co. 
DRENCH—Wetting agent. 

National Foam System Inc. 
DUALARM—Alarm system. 

The Gamewell! Co. 
DUALGUARD—Sprinkler system. 

Rockwood Sprinkler Co. 
DUALGUARD DELUXE—Deluge type 

sprinkler. 

Rockwood Sprinkler Co. 
DUO-SAFETY—Aluminum ladders, 

wooden ladders. 

Duo-Safety Ladder Corp. 
DUO-SERVICE—Floodlight. 

Benjamin Electric Mfg. Co. 
DURASPEED—Sprinkler system (solder 

release). 

Grinnell Co. Inc. 


E & J—Resuscitators, inhalators. 
E. & J. Mfg. Co. 
EAGLE—Safety cans. 
Eagle Mfg. Co. 
EASTMAN—Deluge sets. 
Samuel Eastman Co. Inc. 
ECO—Watchclock. 
Detex Watchclock Co. 
ECONOMY—Fire hose. 
Raybestos, Manhattan Inc. 
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BE SURE YOU 
SPECIFY 


and GET... 





te) 
HOSE REELS 


CLIFFORD B. HANNAY & SON, Inc. 
i 
WESTERLO. New YOR 


Making the best and most dependable hose reels 
it is possible to make, has been our only business for over 
twenty years. During this time Hannay Fire Hose Reels have 
built so enviable a reputation that Hannay has become 
truly ‘the greatest Name in hose reels.” 


There is a Hannay Fire Hose Reel which will meet 
your requirements exactly. But to get real dependability 
and service be sure you specify and get a Hannay. 


NEW- 


16-page illustrated catalog 
of complete line of Hannay 
Fire Hose Reels, including 
new reel not previously 
announced. Write for your 
free copy today. 


© 1955 C.B.H.&S., inc. 


CLIFFORD B. HANNAY & SON, Inc. "“\'s"” 


Circle No. 49 on reader service card for more information. 





[ Delivers on 
both back and 
forward strokes. 


[Alternate materi- 
als are available 
for special liquids. 








You can build an effective barrier 
against fires and accidents, reduce 
maintenance costs and make a gen- 
eral improvement in housekeeping 
if you pump liquids from drums in- 
stead of pouring, drawing, siphon- 
ing or spigoting. If you use Tokheim 
pumps you may also be rewarded 
with lower insurance rates. 


The wisdom of pumping seems 
obvious, doesn’t it? And so desir- 
able you’d think every factory would 
have such equipment. But the num- 
ber of taodern plants that still em- 
ploy antiquated methods of liquid 
transfer is surprising. ‘ 

These little Tokheim pumps are 
a valuable asset to any factory. They 
assure safe handling of liquids in 
small quantities — reduce spilling, 
slopping, over-filling, dripping, and 
practically eliminate slippery floors. 
Pump 20 gallons a minute. Avail- 
able with hose or spout and optional 
parts for special liquids. Decide now 
to put Tokheims to work for you. 
See your dealer, your Tokheim 
representative, or write the factory. 


JOKHEIM 


HAND PUMPS 


General Products Division 


TOKHEIM CORPORATION 
Designers and Builders of Superior Equipment 
1682 Wabash Ave. Since 1901 Fort Wayne 1, Ind. 
Factory Branch: 1309 Howard St, San Francisco 3, California 
Canadian Distributor: H. Reeder, 205 Yonge St., Toronto, Ont. 


Gasoline Pumps and Accessories Air and Liquid Dispensers @ Specially Engineered Products 
Circle No. 50 on reader service card for more information. 
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EK-HOOK—Pike pole & forcible entry 
tools. 


C. D. Pike & Fire Hook Mfg. Corp. 
ELK—Hose racks. 

Elkhart Brass Mfg. Co. 
EMERSON—Resuscitators, respirators, 

inhalators. 

J. H. Emerson Co. 


F 


FARADAY—Alarm systerns (automatic 
central station, industrial) sirens, horns. 
Sperti Faraday Inc. 

FEDERAL—Unlined linen fire hose. 
Federal Fire Hose Mfg. Co. 

FEDERAL—Industrial fire alarm systems, 
sirens, horns, whistles, vehicle warn- 
ing lights. 

Federal Sign & Signal Corp. 

FIRE CHIEF DUCKS—Fire shields (can- 
vas) 

Wm. E. Hooper & Sons Co. 

FIRE CHIEF VINYL—Fire shields (coat- 
ed fabric). 

Wm. E. Hooper & Sons Co. 

FIRE FOG—Sprinkler system. 

Automatic Sprinkler Corp. of America. 

FIRE GUARD—CO., dry chemical, foam, 
soda-acid, vaporizing liquid, water, 
wheeled knapsack extinguishers. 
General Detroit Corp. 

General Pacific Corp. 

FIREMAN’S CUTTER—Wire cutters. 
H. K. Porter Inc. 

FIRE SPOT—Sensing units for fire de- 
tection systems. 

Notifier Mfg. Co. 

FIREWATER—Wetting agent. 

The Firewater Co. 

FLAMEBUSTER—Fire hose valves. 
Grinnell Co. Inc. 

FLAME DODGER—Asbestos clothing, 
fire rescue suits. 

Standard Safety Equipment Co. 

FLINT-FLEX—Plastic fire helmets. 
Cairns & Bro. Inc. 

FOAM—Foam liquid. 

Rockwood Sprinkler Co. 

FOG FOAM—Foam nozzle. 

Rockwood Sprinkler Co. 

FOG-KAR—Pumper (high pressure fog). 
W. J. Thiele & Sons Co. Inc. 

FOG-NOZL—Fog nozzles. 

Akron Brass Mfg. Co. 

FOG-STREAM—Fog nozzle. 

Western Fire Equipment Co. 

FOILLE—Burn medicant. 

Carbisulphoil Co. 

FOLD-A-COT—Collapsible stretcher. 
Bomgardner Mfg. Co. 

FORGEX—Coupling. 

Akron Brass Mfg. Co. 

FORESTER—Forest fire tools and lights. 
Western Fire Equipment Co. 

FULL VISION—Gas mask face piece. 
Acme Prot. Equipt. Co. 

FULTON—Canvas shields. 

Fulton Bag & Cotton Mills. 

FYRE-ARMOR—Aluminized industrial 
clothing, aluminized fire rescue suits, 
proximity suits, tarpaulins and res- 


cue blankets. 
Far-Ex Corp. 
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FYR-CRY—Automatic alarm system. 
The Fyr-Fyter Co. 

FYR-FLEX—Hose, cotton rubber lined. 
The Fyr-Fyter Co. 

FYRE-FREEZ—Portable carbon dioxide 
Walter Kidde & Co., Inc. 

FYR-FYTER—CO,, dry chem. foam, soda 
acid, vaporizing liquid, water-wheeled 
extinguishers and cotton rubber lined 
hose. 
The Fyr-Fyter Co. 

FYR-LARM—Single station fire alarm 
unit (self-powered). 
Fyr Larm Co. 

FYRMAN—Cotton rubber lined hose. 
The Fyr-Fyter Co. 


G 


GARDWELL — Safety clothing and 
equipment. 

Safety Clothing & Equipment Co. 

GENERAL—CO:, dry chemical, foam, 
soda acid, vaporizing liquid, water, 
wheeled, knapsack extinguishers. 
General Pacific Corp. 

GENERAL QUICK AID FIREGUARDS— 
CO’, dry chemical, foam acid, vapor- 
izing liquid, water, wheeled extingu- 
ishers. 

The General Detroit Corp. 
The General Pacific Corporation. 

GEYSER—Deluge and ladder pipe noz- 
zles. 

Wooster Brass Div. 

GLOBE—Fusible links, alarm valves, dry 
pipe valves, check valves. 
Globe Automatic Sprinkler Co. 

GLOBE TURN-OUT—Firemen’s 
proof canvas suits. 

Globe Mfg. Co. 

GOODY EAR—Fire hose. 
Goodyear Tire & Rubber Co. Inc. 

GRANT-MULTIVERSAL—Deluge sets. 
Akron Brass Mfg. Co. 

GRIMES—Automatic sprinkler systems, 
sprinkler valves, fire protection sys- 
tems and sprinkler heads. 

Raisler Sprinkler Div. 

GRINNELL—Automatic sprinkler — sys- 
tems, sprinkler valves, fire protection 
systems. 

Grinnell Co. Inc. 

GUARDSMAN—Watchclock. 

Detex Watchclock Corp. 

GYRALITES—Warning lights. 

The Pyle-National Co. 


H 


H-H INHALATOR—Inhalator. 
Mine Safety Appliances Co. 
HANDIE-TALKIE—2 way portable radio. 
Motorola Inc. 
HANNAY—Hose reels, hose rollers and 
guides. 
C. B. Hannay & Son Inc. 
HARD BOILED—Fibreglas fire helmet. 
E. D. Bullard Co. 
HEWITT BRAND—Fog hose. 
Hewitt Robins Inc. 
HIGH VACUUM—Hand pumps. 
Tokheim Corporation. 
HOOSIER—Hose cabinets. 
Elkhart Brass Mfg. Co. 
HOUGHTO-SAFE—Hydraulic fluid. 
E. F. Houghton & Co. 


woater- 
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hyr-Fyters 
KARBALOY’ 


- +» PUTS OUT MORE FIRE FASTER with 
LESS LIQUID and PREVENTS FLASHBACK! 


HERE'S PROOF! 
ROARING TEST FIRE 


OUT... in 
11 SECONDS! 


i lames 
his raging inferno, with fle 
pact 20 feet in the air, is an 
Underwriters’ test fire in a 1 
square feet pine panel. 


re is highest, INSTANT’S 
uot LOADED STREAM is 
aimed at fire. The roaring blaze 
was killed in record time... 11 
short seconds! 





Cc Send full details on Fyr-Fyter 
Instant Extinguisher. 


DEPT. 30 


The 


*Exclusive Chemical Liquid . . . 
available only in Fyr-Fyter Loaded 
Stream INSTANT Extinguishers. 


Instant superiority! Karbaloy, the ex- 
tinguishing liquid developed by engi- 
neers now prominent in atomic re- 
search, killed the fire in one-third time 
required by ordinary extinguishers . . . 
and only two quarts of liquid was 
used! Karbaloy also fireproofs as it 
extinguishes ... preventing flashback 
or fires in rubber and other combus- 
tible materials that start up again after 
being put out by ordinary chemicals. 

Fyr-Fyter Instants are designed to 
stop the most prevalent fires in wood, 
rubber, fabrics and other general 
combustibles. They require no re- 
charging, except after use, and need 
no protection from freezing. The long- 
range Loaded Stream can be dis- 
charged at a safe distance of 45 to 
60 feet to fight flames that cannot be 
approached ot close range. No other 
extinguisher provides the combina- 
tion of advantages found in Fyr-Fyter 
Instant Extinguishers ! 


Write for details today! 


SPS SAE SE RD a Ge eee SE REE aN a 


TEAR OUT THIS COUPON AND MAIL WITH YOUR LETTERHEAD 


CJ Send a Fyr-Fyter Representative. | 
Let's talk it over. No obligation. | 


r-Fyter Co. 


221 CRANE STREET, DAYTON 1, OHIO 


REPRESENTATIVES 


BRANCH OFFICES: New York, Boston, Philadelphia, Chicago, Atlanta, Dallas, San Francisco, 


ee oe ee a 2 


Circle No. 51 on reader service card for more information. 








Portland, Seattle. 


HOWE—Hose spanners, CO: fire trucks, 
foam fire trucks, trailerized fire 
equipment. 

Howe Fire Apparatus Co. 


1.H.B.—Fire fighting and 
brooms. 

Industrial Home for the Blind. 

INDIAN—Portable backpack fire pumps, 
spray nozzles. 

D. B. Smith & Co. Inc. 

INDIAN CHIEF—Fire axes. 
Mann Edge Tool Co. 

INDUSTRIAL SIREN—Siren. 

Benjamin Electric Mfg. Co. 

INNERFLEX—Fire hose. 

The General Detroit Corp. 

The General Pacific Corp. 
INVINCIBLE—Hose. 

Mercer Rubber Co. 

IPCO—Fire blankets, blanket holders, 
burn dressings, burn medicants, first 
aid kits, canvas shields, fire shields, 
salvage covers, welding curtains and 
asbestos clothing. 

Industrial Products Co. 

ISSCO—Fire rescue suits (asbestos). 

Industrial Safety Specialties Co. 


J 


JANESV!LLE—Rubber & canvas clothing. 
Janesville Apparel Co. 
JUSTRITE—Warning lights, oily waste 
cans, containers. 
Justrite Mfg. Co. 


K 


KIDDE—Built-in CO. systems, smoke de- 
tecting systems; CO:, dry chemical, 
foam, soda acid, vaporizing liquid, 
water and wheeled extinguishers, hose 
reel extinguishers. 

Walter Kidde & Co. 

KIDDE ATMO—Fire detection system. 
Walter Kidde & Co. 

KINNEAR—Automatic fire doors & shut- 
ters. 

The Kinnear Mfg. Co. 

KONTROL—Foam and soda-acid extin- 
guishers. 

M. L. Snyder & Son Inc. 

KORTLANDT—Fire hose. 

Raybestos Manhattan Inc. 


L 


LAWSON—Waste disposal units, con- 
tainers (non flammable). 
The F. H. Lawson Co. 
LEONARD—Fire pump. 
American Fire Equipment Co. 
LIGHTNING—Hose racks, reels, carts. 
The American Rubber Mfg. Co. 


Mc 


McCULLOCH—Portable water pumps. 
McCulloch Motors Corp. 


M 


M-S-A—Masks, helmets and first aid. 
Mine Safety Appliances Co. 

MACK—Pumpers, tank trucks, aerials. 
Mack Motor Truck Corp., Fire 
Apparatus Div. 


cleanup 
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MALTESE CROSS—Fire hose, fog hose. 
Hewitt Robins Inc. 

MANHATTAN—Fire hose. 
Raybestos-Manhattan Inc. 

MARS—Warning lights, sirens. 

Mars Signal Light Co. 

MASTER LIGHTS—Hand and automatic 
emergency - lights. 

MAST-R—Adapters. 

B. and M. Siren Mfg. Co. 
Carpenter Mfg. Co. 

MAX|IM—Emergency lighting units, CO: 
fire trucks, foam fire trucks, trailer- 
ized fire equipt. pumpers, tank trucks, 
crash trucks, ladder trucks. 

Maxim Motor Co. 

MET-L-X—Metal fire extinguisher. 
Ansul Chemical Co. 

MINUTEMAN—Portable resuscitator. 
Stephenson Corporation. 

MONARCH — Hose booster, chemical 
hose. 

Hewitt Robins Inc. 

MSCO—First aid kits, burn dressings, 
burn medicants. 
Medical Supply Co. 

MULSIFYRE—Sprinkler 
spray nozzles. 
Grinnell Co. Inc. 

MULTITROL—Deluge systems, dry pipe 
systems. 

Grinnell Co. Inc. 


N 


NATIONAL—Chemical foam. 
National Foam System, Inc. 
NAUTILUS—water extinguishers. 
Badger Fire Ext. Co. 
NEW EASY—Forcible entry tools. 
H. K. Porter Inc. 
NEWMAN—Watchclock. 
Detex Watchclock Corp. 
NO FLAME—Fire blanket. 
A. E. Halperin Co. Inc. 
NORTH WIND—CO, extinguishers. 
Badger Fire Ext. Co. 
NOTIFIER—Alarm systems, sprinkler 


systems and fire detection systems. 
Notifier Mfg. Co. 


Oo 


OLD RELIABLE—Wooden ladders. 
Goshen Mfg. Co. Inc. 
OLYMPIA—Floodlights. 
Benjamin Electric Mfg. Co. 
ONEIDA—2% gallon pump tank ex- 
tinguishers. 
D. B. Smith & Co. 


system, water 


OREN—Pumpers, tank trucks, motor ap- 
paratus. 
Oren Roanoke Corp. 


P 


PAC-KIT—First aid kits. 

The Pac-Kit Co. 
PATROL—Watchclock system. 

Detex Watchclock Corp. 
PENGUIN—Anti freeze cartridge extin- 

guisher. 

Badger Fire Ext. Co. 
PERFECTION—Oily waste cans. 

Geo. W. Diener Mfg. Co. 


PERFEX RANGER—Fire fighting brooms. 
Brooklyn Fibre Broom Co. Inc. 

PERKINS—Hand emergency lights. 
Perkins Battery Co. 

PHISTER — Vaporizing 
guishers. 

The Phister Mfg. Co. 

PIONEER—Fire pumps. 
Western Fire Equipment Co. 

PLASTIC SEAL—Badges. 

Award Incentives, Inc. 

PNEOLATOR—Resuscitator. 

Mine Safety Appliances Co. 

POCKETAIRE—Oxygen-breathing 
equipment. 

The Cycle-Flo Co. 

POLAR BEAR—Water extinguisher anti 
freeze. 

The Fyr-Fyter Co. 

PORTO PUMP—Portable fire pump. 
Porto Pump Inc. 

PORTO PUMPER—Trailerized fire fight- 
ing equipt. Palletized fire fighting 
equipt. 

Porto Pump Inc. 

PORTO-RAK—Hose storage racks. 
The Circul-Air Corp. 

POWHATAN — Sprinkler valves, fire 
hose valves. 

Powhatan Brass & Iron Works. 

PREAKNESS—Trailerized apparatus. 
Preakness Inc. 

PROTECT-A-VALVE—Gas mask valve 
protection assembly and accessories 
for respiratory equipment. 

Acme Protective Equipt. Co. 

PROTECTION—Safety cans. 

Geo. W. Diener Mfg. Co. 

PROTECTOCOTE—Neoprene clothing. 
American Optical Co. 

PROTECTOFOAM—Built in CO: systems, 
sprinkler system, spray nozzles (foam). 
Grinnell Co. Inc. 

PROTECTOSEAL-—Safety cans, 
tanks, waste disposal units. 
The Protectoseal Co. 

PROTECTOSPRAY — Sprinkler system, 
water spray nozzles. 

Grinnell Co. Inc. 

PUR-A-WELD—Gas mask for protec- 
tion against toxic fumes. 

Acme Protection Equipment Co. 

PYDRAUL F-9—Fire resistant hydraulic 
fluid. 

Monsanto Chemical Co. 


PYLE—Floodlights. 
The Pyle National Co. 


PYLE-NATIONAL—Floodlights, gyra- 
lites and sirens. 
The Pyle-National Co. 


PYRENE—Vaporizing liquid, soda-acid, 
foam, pump tank, water, antifreeze 
extinguishers. Also foam _ playpipes, 
spray nozzles, generators, proportion- 
ing tanks. Also foam, fire ext. liquid 
and other recharges. 

Pyrene-C-O-Two. 

PYRODYNE—Wet water cartridge. 
Aquadyne Corp. 

PYROSOL—wWet water concentrate. 
Aquadyne Corp. 

Q 


QUADWAY—Nozzles. 


liquid extin- 


safety 
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Wooster Brass Div. 
The Fyr-Fyter Co. 

QUARTZOID—Sprinkler system 
Grinnell Co. Inc. 

QUICK-AID—CO:, dry chemical, foam, 
soda acid, vaporizing liquid, water, 
wheeled, knapsack extinguishers, un- 
lined linen hose. 

General Detroit Corp. 
General Pacific Corp. 

QUICK SERVICE—Oily waste cans. 

Geo. W. Diener Mfg. Co. 


RAISLER — Automatic sprinkler  sys- 
tems, sprinkler valves, fire protection 
systems and sprinkler heads. 

Raisler Sprinkler Div. 

RANDOLPH—CO? extinguishers, wheel- 
ed CO? extinguishers. 

Randolph Laboratories, Inc 

RAY-FOIL—Fire shields. 

Frommelt Industries. 

RECORDALARM—Alarm system. 

The Gamewell Co. 

RED COMET—Vaporizing liquid fire ex- 
tinguisher. 

Red Comet, Incorporated. 

REEVES — Stretchers, salvage covers, 
welding curtains. 

A. Smith and Son Inc. 

REGENT—Fire hose and extinguisher 
cabinets and pin type. 

Wirt & Knox Mfg. Co. 

RELIABLE—Sprinkler heads, valves, sys- 
tems, automatic systems. 

Reliable Automatic Sprinkler Co. Inc. 

RENDEIN—wUnlined linen fire hose. 
Chas. Niedner’s Sons Co. 

ROCKER-LUG—Coupling. 

Akron Brass Mfg. Co. 


Ss 


SAFA—Industrial alarm systems. 
Superior American Fire Alarm Div. 
SAFE GUARD—Soafety containers. 
The General Detroit Corp. 
The General Pacific Corp. 
SAFETY FIRST—Dry chemical extingu- 
ishers. 
Safety First Products Corp. 
SAFE-T-CHECK—Watchclock. 
Detex Watchclock Co. 
SAFE-T-METER—Dry chemical extingu- 
ishers. 
Safety First Products Corp. 
SAMSON—Fire alarm systems. 
S. H. Couch Co. Inc. 
SANFORD—Pumpers, tank trucks, lad- 
der trucks, high pressure fog pump- 
ers, and helmets. 
Sanford Fire Equipment Corp. 
SAVEALL—Sprinklers, upright & pend- 
ent. 
Globe Automatic Sprinkler Corp. 
SCOTT—Inhalators, respirators, breath- 
ing equipment. 
Scott Aviation Corp. 
SEAGRAVE—Pumpers, tank trucks, high 
Pressure units. 
The Seagrave Corp. 
SECO—In-plant fire trucks. 
Seco Engineering & Mfg., Inc 
SELECT -FLO—Nozzles 
Wooster Brass Div. 
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Plants protected by HOUGHTO-SAFE * 
get hydraulic efficiency, too! 


HOUGHTO-SAFE is a water-base 

hydraulic fluid, with fire resistance 

that safeguards workers. It’s also 
non-toxic—has no unpleasant odor—is safe to handle. 


Moreover, it’s just as efficient as it is safe! 
For instance, it has excellent lubricity that protects your 
machines and parts against wear. Being non-corrosive, 
it also prevents rust in your hydraulic system... and 
it won't attack packing materials you use. 

Considering these and its other performance benefits, 
pees sto de besbest-Vo)(- Ma lolile fst comet-t (Mj sloltl (eM or-M Zolth abst Mel seh tor-) 
in operating hydraulic equipment near flame or high heat. 

Ask the Houghton Man how it applies to your needs. 
Meantime, send for our latest Houghto-Safe bulletin by 


writing to E. F. Houghton & Co., 303 West Lehigh 
Avenue, Philadelphia 33, Pa. 


as teliicl peer y Vi 
fire-resistant hydraulic fluid 


product of 


Ready to give you 
on-the-job service... 
Circle No. 52 on reader service card for more information. 
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IN YOUR 
HANDS... 


FIREFIGHTER’S 
LIFE 


If you hold in your hands the re- 
sponsibility of selecting firefight- 
er’s equipment, you'll want the 
extra margin of protection in 
Bullard fiber glass fire helmets. 
Compare other helmets for 
strength and resiliency . . . you'll 
prove to yourself that fiber glass 
helmets are safer, more durable— 
choice of molded-in colors. 


SINCE 1698 


E. D. BULLARD COMPANY 
DISTRIBUTORS THE WORLD OVER 

275 Eighth Street 
San Francisco 
California 


EVERYTHING 
’ : 


IN SAFETY 


T.M.REG 


U.S. PAT. OFF 

















FIRST AID KITS Packed in heavy duty 

case with an air tight sealer that protects 

first aid supplies even if subjected to in- 
tensive exposure 
to water and dust. 
Contents each indi- 
vidually wrapped in 
Sterile unit packs. 





Circle No. 53 on reader service card. 
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SELECT-O-STREAM—Fog nozzles. 
Elkhart Brass Mfg. Co. 
SHUREDRY—Fire blankets 

covers. 

Fulton Bag & Cotton Mills. 
S$IPCO—Containers for cigarette butts. 
Standard Industrial Products Co. 

SIRO-DRIFT—Sirens. 

B. and M. Siren Mfg. Co. 

SKULLGARDS—Hats. 

Mine Safety Appliances Co. 

SLIDEWELL—Couplings 
Elkhart Brass Mfg. Co. 

SMITH—Fire nozzles. 

D. B. Smith & Co. Inc. 

SMOKE-EATER—Gas masks. 

E. D. Bullard Co. 

SNO-FOAM—Foam nozzle. 

Cardox Corp. 

SNO FOG—CO, extinguishers. 
The General Detroit Corp. 
The General Pacific Corporation 

SNP—Horns. 

Benjamin Elect. Mfg. Co. 

SNYDER STANDARD—Fire hose, 
man’s clothing, and boots. 

M. L. Snyder & Son Inc. 

SOS—Fog nozzles. 

Elkhart Brass Mfg. Co. 

SPA-FLA—Welding curtains 
Frommelt Industries. 

SPEED-O-TWO—Inhalators. 

Geo. W. Diener Mfg. Co. 

SQUEEZE GRIP—CO, Extinguishers. 
C-O-Two Fire Equipment Co 

S-T—Ratchet hydrant wrench 
S-T Hydrant Wrench Co. 

STA SAFE—Welding curtains, blankets 
Standard Safety Equipment Co. 

STEBCO PRODUCTS — Rescue 
wire cutters. 

Stein Bros. Mfg. Co. 

STEMPEL—Fire extinguishers, hose reel 
extinguishers, unlined linen hose, em- 
ergency lighting units, oily waste cans. 
M. L. Snyder & Son Inc. 

STEPHENSON—Inhalators, resuscitators, 
demand inhalors. 

Stephenson Corp. 

STOP-FIRE—CO’*, dry chemical, foam, 
soda-acid, vaporizing liquid and water 
extinguishers. 

Stop Fire Inc. 

SUPERFLAT—Fire hose. 
The General Detroit Corp. 
The General Pacific Corp. 

SUPER-FLEX—Hose, synthetic 
The Fyr-Fyter Co. 

SUPROTEX—Sprinkler system. 
Automatic Sprinkler Corp. of America. 

SURFAX—Wetting agent. 

E. F. Houghton & Co. 

SWP—Fire alarms (industrial), horns 
Benjamin Electric Mfg. Co. 

SYSTEMETTE—Hose carts. 

Randolph Laboratories, Inc. 


T-U 


TAN-A-BURN—Burn medicont. 
Medical Supply Co. 
TANNO!ID—Burn medicant. 
Davis Emergency Equipt. Co. Inc 
TELETHERM—Automatic alarm system. 


salvage 


fire- 


axes, 


American District Telegraph Co. 
THOMPSON—Lightning rods, arrestors. 
Geo. E. Thompson Co. 
TIGER—Rubber lined cotton hose. 
American Rubber Mfg. Co. 
TOGGLEMATIC—Expander. 
Wooster Brass Div. 
TOP NOTCH SIREN—Fireman’s boots. 
Beacon Falls Rubber Footwear. 
TROJAN—Sprinkler System. 
Automatic Sprinkler Corp. of America. 
TRUMPET—Hose spanners, 
smoke exhausters. 
Wooster Brass Div. 
TRUMPET BRAND—Siamese valves. 
Wooster Brass Div. 
UNIVERSAL—Soda acid, foam, vaporiz- 
ing, liquid fire extinguishers. 
American Fire Equipment Co. 
UNIVERSAL—Soda Acid, foam, 
izing liquid fire extinguishers. 


crow bars, 


vapor- 


American Fire Equipment Co. 
UNIVERSAL-BOYER — Motor pumpers, 

tank trucks, crash trucks. 

Universal Fire Apparatus Corp 
UTILITY—Floodlights. 

Benjamin Electric Mfg. Co. 


V-W 


VAPOTESTER—Combustible gas 
cator 
Davis Emergency Equipment Co., Inc 

VASELINE—Sterile burn dressings. 
Chesebrough Mfg. Co. Consolidated. 

VIGILARM—Alarm system. 

The Gamewell Co. 

VITAGUARD—Alarm 
The Gamewell Co. 

VOCALARM—Alarm system. 

The Gamewell Co. 

VON DUPRIN—Fire door hardware. 
Vonnegut Hdwe. Co 

WATCHMASTER — Emergency 
units. 

Carpenter Mfg. Co 

WATER FOG—Fog nozzle. 
Rockwood Sprinkler Co 

WATER WETTER—Wetting agent 
M. L. Snyder & Son Inc 

WET—Wetting agent. 

Rockwood Sprinkler Co 

WIRE TRUSSED — Wooden extension 
ladders. 

Goshen Mfg. Co. Inc. 

WIRTS—Crow bars, fire hose valves, 
hose reel extinguishers, stretchers, cots, 
unlined linen hose, trailerized fire 
equipt. water spray nozzles, spray noz- 
zles (other) 

Wirt & Knox Mfg. Co 

WITT—Oily waste cans 
The Witt Cornice Co. 

WOOSTER—Fire hose valves 
The Fyr-Fyter Co 


X-Y 


X-TRUDE—Couplings 
Elkhart Brass Mfg. Co 

YELLOW FLASH 8—Hand light, 8 cell. 
Justrite Mfg. Co 

YELLOW JACKET—Hand light—3 cell 
Justrite Mfg. Co. 


indi- 


system 


lighting 
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Put Hexachlorophene protection in all your wash- 


rooms with Armour antiseptic hand soap! 


Keep your employees on the job by providing Armour 
antiseptic hand soaps to remove the skin irritants that cause 
contact dermatitis. Even more important, the Hexachloro- 
phene in these Armour hand soaps actually destroys skin 
bacteria that cause secondary infections! 

Hexachlorophene is the first germicidal agent ever found 
that stays antiseptic in soap. Daily washing with these 
Armour soaps containing Hexachlorophene will remove up 
to 95% of harmful skin bacteria! That’s real protection for 
the people in your company and may add benefits in insur- 
ance and labor relations, too. 

So order Liquid Dial® or powdered Formula #99 for your 
washrooms today! (You can order the powder form with 
either Borax or a vegetable scrubber added.) Request the 
samples and booklet and see for yourself how Armour 
Hexachlorophene soap protects against contact dermatitis ! 


GED tel Sogo Dyoosioenit 


Armour and Company «+ 1355 West 31st Street + Chicago 9, Illinois 








Mail this coupon today 


Armour and Company + 1355 W. 3ist St. * Chicago 9, Ill. 

Please send me a free sample of: 

[] Formula £99 Powdered (with Borax, containing 
Hexachlorophene ) 


(] Formula #99 Powdered (with vegetable scrubber, containing 
Hexachlorophene) ° 


(] Liquid Dial (containing Hexachlorophene ) 
([] Booklet, “Antiseptic Soaps for Industrial Use.” 


Name ee ; Title 





Firm 





Address_ 





City- ee SS eee 


06 


Circle No. 25 on reader service card for more information. 
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JUNKIN 
SAFETY GUARDS 


INTERLOCKING 
BARRIER 


SWINGING 
DIE CLOSURE 


ef ns Canes 


Your SUREST Protection 
Against Press Accidents 


JUNKIN safety guards prevent 
press accidents, afford maximum 
protection, increase press produc- 
tion, lower insurance costs and 
generally improve plant morale. 
Make an investment in safety now 
and investigate Junkin Safety 
Guards for primary and secondary 
punch press operations. Write for 
free catalog "The Key =» 


to Protection". XR 
JUNKIN f 


J U #! nq e “se. 


SAFETY APPLIANCE CO. 
"101 S. FLOYD ST. 
LOUISVILLE 2, KENTUCKY 


Circle No. 27 on reader service card. 
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USEFUL 
LITERATURE 


To obtain the information described 
below, simply circle on the postcard in 
this issue the key numbers of the 
items you wish to receive. We will 
forward your requests to the compan- 
ies concerned. 











AUTOMATIC FIRE VENTING pro- 
tection for your firm’s buildings 
can be provided by roof ventilat- 
ing units like the “Pyrodome” 
and “Pyrovent” safety heat vents 
described and illustrated in Was- 
co Flashing Co.’s bulletin. The 
bulletin furnishes cut-away draw- 
ings showing application details 
for both units, and gives mechan- 
ical specifications as well. 


Circle No. 131 on reader service card. 


AN ADJUSTABLE HEADGEAR for 
Jackson welding helmets which 
permits quick adjustment and 
firm locking after the helmet is 
put on is described in a catalog 
sheet available from Jackson 
Products, Inc. A_ photograph 
shows the large nylon winged 
knob which can be turned easily, 
even while wearing gloves. Fiber 
glass helmets and handshields are 
also presented. 


Circle No. 132 on reader service card. 


A FIRE FIGHTER’S FACE MASK 
which supplies oxygen or air as 
desired is detailed in bulletin 
0105-5, presented by Mine Safety 
Appliances Co. Illustrations are 
included which show how the 
back-mounted high pressure air 
or O. cylinders are worn, and 
how the demand regulator and 
pressure indicating gauge are 
conveniently mounted on the 
chest strap. 


Circle No. 133 on reader service card. 


DRY CHEMICAL fire extinguishers 
with push-button release and 35’ 
range are featured in catalog DC- 
62254, presented by Randolph 
Laboratories, Inc. Descriptions, 
photographs and complete speci- 
fications are given for 4 different 
size models. 


Circle No. 134 on reader service card. 


HYDRAULIC MACHINES AND LINES 
in your plant present a serious 
fire hazard unless the hydraulic 
fluid you use is fire-resistant, like 
the “Pydraul F-9” fluid described 
in Monsanto Chemical Co.’s 20- 
page booklet. The booklet de- 
scribes how this fluid is not only 
fire-resistant, but is a top grade 
hydraulic fluid as well. Toxicity 
and safe handling information is 
included. 


Circle No. 135 on reader service card. 


“EVERYTHING IN SAFETY” is the 
title of General Scientific Equip- 
ment Co.’s new 130-page catalog. 
The fully illustrated catalog cov- 
ers respiratory devices, eye pro- 
tection, hats, gloves, pumps and 
miscellaneous safety equipment. 


Circle No. 136 on reader service card. 


FYRE-ARMOR aluminized indus- 
trial and fire fighting clothing 
catalogs are available showing the 
many applications of this cloth- 
ing in industries where workers 
are subject to high heat radiation. 
These catalogs are presented by 
Far-Ex Corp. 


Circle No. 137 on reader service card. 


PORTABLE FIRE PUMPS powered 
by gasoline engines which fill the 
need for booster pumps, and, 
where truck bumpers _§aren’t 
available, fill the need for direct 
fire fighting pumping, are de- 
scribed and illustrated in a 4- 
page brochure presented by Gor- 
man-Rupp Co. Performance 
charts of the 3 models are in- 
cluded. 


Circle No. 138 on reader service card. 


SELF-STICKING WARNING STRIPES 
and checks are featured in a 4- 
page bulletin presented by W. H. 
Brady Co. This 2-color brochure 
contains drawings of many dif- 
ferent uses for these warning 
stripes. Complete width and color 
data is also provided. How to use 
standard stripes for special ef- 
fects is shown. 


Circle No. 139 on reader service card. 


PROTECTION AGAINST FIRES is one 
of the advantages your plant can 
gain through one of the Central 
Station Electrical Protection ser- 
vices explained in a 36-page 
booklet available from American 
District Telegraph Co. The pock- 
et-sized multi-colored booklet 
graphically describes how this 
system offers protection against 
fire, burglary and other hazards. 


Circle No. 140 on reader service card. 


SANITATION PRODUCTS are fea- 
tured in “Daily Maintenance of 
Public Washrooms,” a new 4-page 
brochure presented by Hunting- 
ton Laboratories, Inc. Included 
are step-by-step instructions for 
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both daily and weekly washroom 
maintenance operations. Illustra- 
tions show workmen handling the 
different operations that keep 
washrooms clean and fresh smell- 
ing. 

Circle No. 141 on reader service card. 


THE DO’S AND DON’TS of handling 
industrial rubber hose are por- 
trayed on an 8% x 11” chart of 
stiff cardboard which is available 
from Thermoid Co. The chart is 
designed for mounting in plant 
areas where hose is used as a re- 
minder to take care of hose. The 
chart is lacquered for protection 
against moisture, oil, grease and 
dirt. 


Circle No. 142 on reader service card. 


OVER 1400 FILMS available on 
free-loan and rental basis are de- 
scribed in Association Films’ 40th 
annual film catalog “Selected 
Motion Pictures.” The firm’s 175 
free 16mm sound films are listed 
alphabetically in one section and 
are cross-indexed in other sec- 
tions. Users pay postage only. 

Circle No. 143 on reader service card. 


10 DIFFERENT clean-up, polish-up 
jobs which can be handled with 
units from the new American 
“Floor-King” maintenance ma- 
chine line are described and illus- 
trated in an 8-page brochure 
available from American Floor 
Surfacing Machine Co. Photo- 
graphs and complete specifica- 
tions are included on_ seven 
models. 

Circle No. 144 on reader service card. 


A FLEXIBLE MASK GOGGLE that 
provides great impact resistance 
is featured in a bulletin prepared 
by American Optical Co. Illustra- 
tions of the goggle, complete de- 
scriptions of its construction, and 
a list of its applications are also 
included. 

Circle No. 145 on reader service card. 


SAFE ELECTRIFICATION for cranes 
and hoists is within your reach as 
the bulletin (No. 44) available 
from Feedrail Corp. explains. The 
many safety advantages of the 
“Feedrail” system of enclosed 
trolley busway are detailed. 
Applications are pictured. 

Circle No. 146 on reader service card. 


TIME AND MATERIAL COST sav- 
ings you can achieve in your floor 
maintenance operations are dis- 
cussed in a folder available from 
U. S. Sanitary Specialties Corp. 
The folder describes and illus- 
trates the “Tileze XX” system of 
floor maintenance. 

Circle No. 147 on reader service card 
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Ready Made 


SIGNS f.. SAFETY 


METAL SIGNS 


@ Baked Paint Finish DANGER 


HIGH 
VOLTAGE 


KEEP AISLES 


NOT ROOM 
ENOUGH HERE 
TO CLEAR MAN | 

ON SIDE OF CAR 


NOTICE 


DONT THROW 
MATCHES 
CIGARS OR 


CIGARETTES 
" 
LEM a 


mmrun-caz-axKxm 


WRITE FOR CATALOG! 


READY MADE SIGN Co., Inc. 


115-117 WORTH STREET e NEW YORK 13, N. Y. 


SPECIAL SIGNS MADE TO ORDER 


Circle No. 56 on reader service card for more information. 








NOCON — SAFETY-SOLVENTS 





























<a Rep la ce $s he hy Ad $s 


Carbon- Tetrachloride 


Full line — low Toxicity—High Flashpoint 
Slow to Highspeed drying features MANUFACTURERS ACENTS 
Non-Combustible Solvents — SAFE for all metals Territories Available 
Proven Safety Solvents for classified production Inquiries Invited 
WRITE FOR FURTHER INFORMATION 




















Nocon PrRopucts Corp, — Pa ge men 


Circle No. 57 on reader service card for more information. 





AMERICAN STANDARD 


ALUMINUM 


Made by the makers of the famous Safe-Weight line . 


. « American 


Standard Scaffold Planks and Swing Stages provide the most versatile 
portable decking for every contractor use. 





= 
SPANNING STEEL GIRDERS ee 











BRIDGING SCAFFOLD Towers! 


@— SUSPENDED IN TRIANGLES 


Speed up work and reduce costs. Light 
weight means labor savings. Durable 
construction (the patented Louisville Boss 
rung-to-rail assembly method) makes 
re-use feasible, economical. 


For information as to use on your spe- 
cific job, and for catalog specification 
sheets, write or wire: 

LOUISVILLE LADDER CO., DEPT. S-5 
1101 W. Oak St., Louisville 10, Ky. 


FOUISVILLE |, firso 


fy P if 
fa\\ J | a i 
a//| Be kh = 


” 


AA AN a 


i 
AA # 
7 AH ¥ 
‘ 


LADDERS 
PLANKS 
RY Te7 A) 


Circle No. 58 on reader service card for more information. 








COMMON SENSE... 


Continued from page 21 





premiums by a better alarm 
system, by revamped or ex- 
tended sprinkler system, by 
adding a fire pump or water 
reservoir, or by locating speci- 
alized equipment in particu- 
larly hazardous areas. 

Once Koppers has obtained 
an expert’s recommendations, 
they plan a program of follow- 
up measures over a time per- 
iod determined by financial 
limitations. 

Regardless of how well 
equipped Koppers plants may 
be, they appreciate that they 
could still have a disaster if 
they didn’t also have a pro- 
gram of sufficient inspection 
and maintenance of their 
equipment. 

Koppers has provided for 
monthly inspections by the 
safety director of each plant 
and inspections at least twice 
each year by the division safe- 
ty director. 

These inspections are made 
to insure that their equipment 
on hand has been properly 
maintained and is ready to do 
the job in case a fire breaks 
out. Koppers believes it is too 
late when a fire is raging to 
find out that one of their hoses 
bursts under pressure or that 
a sprinkler head is too cor- 
roded to function. 


Water Supply 
Needs Checking 


Neither is equipment of any 
use to you unless there is an 
adequate supply of water or 
other quenching or cooling 
agents used in various items 
of fire fighting equipment. It 
is a simple matter to calculate 
how long your available water 
and other fire fighting sup- 
plies will last. 

You know how much you 
have on hand. The quantity 
on hand divided by the usage 
per minute tells you how 
many minutes your available 
supplies will last in fighting a 
fire. When that is gone you 
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either have put the fire out, 
or you have a major disaster 
on your hands. 

You should examine the 
pressure at the nozzle from 
the water supply system with- 
in your plant. Many concerns 
are finding it advantageous to 
install additional fire pumps 
or booster pumps to increase 
water pressure at the fire hose 
nozzle. This is done to take 
advantage of additional fire 
quenching properties of such 
recent developments as fog 
type nozzles, so helpful where 
water supply is limited. 

At the same time, you must 
also make sure that pressure 
is sufficient to give you a 
stream of water that will 
reach all points. 


Give Your Plant 
Fire Chief Authority 


Equipment, water, and op- 
erating supplies are all im- 
portant, but you must also 
have people trained to put the 
equipment into effective use. 
You should have a fire brig- 
ade and a program of practice 
held often enough so that all 
members of the brigade know 
their jobs and equipment to 
the extent that order rather 
than confusion will result in 
case of a fire. 

No matter how small your 
plant is, you should give one 
individual complete authority 
in case of fire. This person 
should be one usually in at- 
tendance at the plant, not 
someone who spends much of 
his time on the road selling or 
engaged in other activities 
which would take him from 
the plant. 

If you have watchman ser- 
vice, you might consider the 
means you employ in select- 
ing men to fill watchman 
duties. Many plants use 
watchman capacities as places 
where the handicapped, or in- 
dividuals otherwise physical- 
ly disabled, are placed instead 
of on production jobs. It may 
well be that if your watchman 
is alone in the plant when a 
fire breaks out, he will be re- 
quired for a short period of 
time to produce a much high- 
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er level of effort and physical 
exertion than any of your pro- 
duction workers. 

If your watchman is incap- 
able of such activity and is 
unequal to the requirements, 
the fire may become a disas- 
ter and your entire plant may 
be lost. So consider what you 
are expecting of the man 
when you hire a watchman. 

It is generally beyond the 
economic means of most 
plants to purchase enough of 


the correct equipment to han- 
dle all types of fire or disaster 
which might strike. Koppers, 
therefore, has developed the 
practice of getting acquainted 
with their industrial neigh- 
bors, letting them know what 
equipment is available and 
what Koppers can do for them 
in time of emergency. At the 
same time Koppers learns 
from their neighbors what 
they can expect in help. 
Information is freely ex- 








Latest ““BERYLCO”’ Safety Tool Catalog 
Shows 400 Ways to Curb Dangerous Sparks 


Each of the four-hundred-odd items 
described in this brand new illustrated 
catalog is a valuable safeguard against 
fires and explosions due to sparks. 
They’re all made of “‘Berylco” beryllium 
copper, a material subjected to rigorous 
sparking tests by Factory Mutual Labo- 
ratories and given the official stamp 
of approval. 

The “Berylco”’ line is tailored to your 
needs—a tool for every type of work to 
be done near flammable liquids, gases 
and dusts. Workers like them too, 
because they are trimmer and tougher 


than ordinary bronze safety tools. No 
temptation to risk using a freely spark- 
ing steel tool, just to get the job done. 
This is because beryllium copper enjoys 
a wide margin of extra strength over 
other safety tool materials, permitting 
less bulk and more sturdiness. 

In addition to a complete line of 
standard tools, the catalog lists such new 
products as shovels, dustpans, saws, and 
a new series of forged open-end 
wrenches. Use the coupon to obtain 
your free copy—and the name of your 
nearest distributor. 


The Beryllium Corporation 


Dept. 5F 
Reading 17, Pa. Name 


Company 
Please send me at once a free copy 
of your new safety tool catalog. | Street 
would also like to know the name of 
my nearest distributor. 


Circle No. 59 on reader service card for more information. 





changed on products manu- 
THERE’S factured, raw materials used, 


DANGER existing hazards, and condi- 
“AWS , g tions which might be expect- 

se ed if they were called to assist 

one another. Everyone’s 

IN E Y E - WwW A $ H ; equipment is examined to 
TIME’ 4) make sure the necessary ad- 
3 0 U A TA i we $ of apters are available so that all 


equipment can be utilized, re- 
Time elapsing between the accident gardless of special hydrants 
and arrival of medical aid, is too often or water systems. 

a cause of permanent eye injury. Bridge a —, 
this time gap with a HAWS Emergency 2 We 2 : i Quantity Distance 
Eye-Wash Fountain. Installed at conven- nT eel” ) Tables Developed 
ient locations, these HAWS safety de- . he ‘ 


vices are instantaneously ready when : With the very rapid growth 
, of products being manufac- 


tured, many plants are faced 
The HAWS Eye-Wash Fountain washes " ‘ with serious storage and hand- 
injurious chemicals out of the eyes with Z ling hazards. Koppers Com- 
clean water at controlled pressure and pany has developed quantity 
volume. It is also available with Drench distance tables for the various 
Shower Attachment...completing an _ Designed and manufactured classes of products they han- 
emergency station for your employees’ _in cooperation with dle in the different operating 


. . . divisions. A good example of 
tection. 

protection leading safety engineers . quantity distance table can 

WRITE TODAY for brochure and full details be found in Volume I, Na- 


tional Fire Codes, 1951, Flam- 
DRINKING FAUCET CO. mable Liquids Ordinance, N. 


1439 FOURTH STREET (Since 1909) BERKELEY 10, CALIF. F. P. A. No. 30L, published by 

Circle No. 61 on reader service card for more information. the National Fire Protection 
Association. 

In many of Koppers’ older 


WHY RISK A TRAFFIC ; plants, existing practices vio- 


late the quantity distance re- 
Ow Yaa foya ital, me delit:3 PLANT? lationships which are desir- 

Q able. For those plants in 
existence before the tables 
were established, Koppers 
completely reviewed the op- 
erations, tabulated the viola- 
tions, and developed a means 
of neutralizing the hazard for 
each violation. 

However, these quantity 
distance tables are applied 
without compromise in any 
new plants and in plant ex- 


pansions made since the in- 
your parking lot, loading dock area or other points where traffic converges. ception of the tables. 


such accidents occur. 


























KLEAR-VU SAFETY MIRRORS are the answer to the dangerous blind corner 


problem in your plant or warehouse. They are also adaptable for outd use in 





Mounted at cross aisle intersections, entrances and exits at a height of 8 to Under the Koppers system, 
10 feet, Klear-Vu Safety Mirrors clearly reflect oncoming intersection traffic hazardous or “tricky” opera- 
to both power truck operators and tions are performed under 
pedestrians. written operating procedures 
which detail the operation, its 
Circular convex * diam. objective, the equipment used, 





Style . Dimensions 
Circular convex 12” diam. Available in either convex or flat 
a 24" diam. glass styles, the mirrors are easily in- 


>angeecvnanaie ine ane tg Ca start-up and shut-down pro- 
r x . 
~veni newer ace (eo Sy cedures, special hazards and 


desired angle. precautionary measures, and 
any other pertinent informa- 
LESTER L. BROSSARD CO. Write for tion. 

540 N. MICHIGAN AVE., CHICAGO 11, ILL. Bulletin. Points to be considered in 
relation to fire prevention 
Circle No. 60 on reader service card for more information. During the fire includes the 
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training of all individuals as 
constant observers of what 
goes on around them so they 
will always be looking for the 
unusual and will immediately 
report the first evidence of 
fire. The earlier discovery is 
made, the easier the problem 
of control. 

Equally important is the 
need for employees to know 
enough to turn in the alarm 
and immediately call for help 
instead of attempting individ- 
ual control of the fire. The 
Livonia fire of General 
Motors is a stark example of 
the importance of this factor. 
Your employees should be 
trained to turn in the alarm, 
call for help, and then start 
action against any case of fire. 

At the instant the alarm 
sounds, the individual in 
charge should have his plan 
ready, should put the fire 
brigade into action according 
to that plan, and should use 
outside help by orderly as- 
signment as it becomes avail- 
able. Employees who are not 
members of the fire brigade 
should be evacuated from the 
area so they will not interfere 
with fire fighting efforts. 


Investigation of - 
Fire Causes Needed 


Suppose you had a fire in 
your plant under the condi- 
tions mentioned above. Sup- 
pose your general plan oper- 
ated successfully, your fire 
brigade worked quickly and 
efficiently, the equipment 
functioned perfectly, and the 
fire was extinguished. Then 
what? 

As far as the future of any 
plant is concerned, the most 
important action After a fire 
has been extinguished is the 
investigation of that fire and 
the development of a plan of 
action to prevent a _ recur- 
rence. The important objec- 
tive of such investigations is 
not to fix blame or cover up 
shortcomings, but rather to 
develop a course of action so 
that it won’t happen again. 

Koppers investigate each 
fire, regardless of how small 
it may have been, and submit 
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a report summarizing the re- 
sults of the investigation. Out- 
side specialists can again 
prove their worth in such in- 
vestigations. 

Adherence to these com- 
mon-sense ideas has produced 
a remarkable dollar savings 
for Koppers Company, Inc., as 
we mentioned at the begin- 
ning of this article. Despite 
the success of their program, 
however, Koppers are fully 
aware that while saving $665,- 


000 in 1953 they also had a 
$125,000 fire loss. They are 
now concentrating their ef- 
forts to substantially lower 
that figure. 

Safety men, whether in 
large or small plants, can take 
heart from Koppers’ experi- 
ence. Fire prevention and re- 
sultant fire loss savings can 
be achieved with little more 
than a sensible approach to 
the program, and Koppers has 
shown the way. e e 





How to protect YOUR company 
from costly DEAFNESS CLAIMS 
and curb needless 
accidents! 


Now you can end the possible expense 
and trouble of future deafness claims — 
curtail needless accidents — boost plant 
efficiency, too! 

Now science offers you an accurate 
electronic tool to measure hearing power 
— the superb Audiometer by Audivox, 
successor to Western Electric Hearing 
Aid Division, pioneers with Bell 
Telephone Laboratories in the 
development and manufacture of 
audiometers! 

This invaluable, yet inexpensive 
“hearing yardstick’’ enables you to 
make a reliable pre-employment rec- 
ord of prior hearing loss... then lets 
you check post-employment losses 
in routine examinations. 

The Audivox Audiometer makes it 
possible to place partly deafened persons 
in the jobs for which they are best 
qualified ...curbs accidents and ups 
efficiency through swift detection of any 
hearing loss! 


You owe it to your company to get 


all the facts about AUDIOMETERS by 
AUDIVOX. 


__ as 
audivox 


NE RRR A RNR See 
successor 10 Western EJectric WEARING AID DIVISION 
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AUDIVOX INC., Dept. 0, 123 Worcester St., Boston, Moms 


Please send me FREE detailed information on 
Audiometers by Audivox. 
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Circle No. 62 on reader service card for more information. 





DUST COLLECTORS 


A size and model to solve any dust collect- 
ing problem, Torit collectors provide com- 
plete, all-around dust control. Torit col- 
lectors are unitized for custom installation 
on each machine, giving power and suction 
only when machine is operating. Keeps 
plant and machines free from clogging and 
unsightly dust. Furthermore, cleaned and 
filtered air is exhausted back into the room 
maintaining heat balance. Find out now 
how Torit ‘unitized dust control is engi- 
neered to your problems. 


See our catalog in Sweet's 
Machine Tool File, or write: 


MANUFACTURING CO. 


311 Wainut Street @ St. Paul 2, Minn. 


Circle No. 63 on reader service card. 
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New Products.. 


To obtain information on items described below, simply circle on the postcard 
contained in this issue, the key numbers of the items in which you are interested. 











UL APPROVED pressurized water 
type fire extinguishers use only 
air pressure rather than a cart- 
ridge charge. No soda-acid re- 


charge or CO, cartridge replace- 
ment charges are required. Elimi- 
nates annual inspections and their 
costs. On-the-spot recharging is 
done by merely replacing the 
water and pressurizing the air as 
you would an automobile tire. 
“Elk - Air” extinguishers, pro- 
duced by Elkhart Brass Mfg. Co., 
Inc., are valve controlled. To op- 
erate, simply pull pin, direct hose 
nozzle and squeeze handle. Easily- 
read pressure gauge indicates 
readiness of extinguisher. Gives 
full use of 2% gal. of water. Main- 
tains steady stream length of from 
35 to 40’. Can be supplied with an 
anti-freeze charge. 

Circle No. 151 on reader service card. 


AUTOMATIC SAFETY DEVICE gives 
complete freedom of movement 
and absolute safety. Furnished 
equipped with a suspender-type 


harness, the “Wind-Kor” safety 
device consists of a sturdy metal 
box containing an aluminum 


drum with an automatic safety 
brake and reel of nylon or stain- 
less steel wire rope. Rope can be 
withdrawn freely from the box 
up to a certain speed allowing 
freedom of movement but at 
higher speed the brake brings 
withdrawal of the rope to a stop. 
Automatic spring rewind keeps 
rope or cable taut at all times. 
Made by Wind-Kor Automatic 
Safety Device Co., the unit can 
hold up to 100’ of ;%” stainless 


stee] rope or 50’ of ;4” nylon rope. 
Cirete No. 152 on reader service card. 


FOG NOZZLES for industrial plants 
enable all plants to use the 
highly effective water fog fire 
fighting technique which muni- 
cipal fire departments have 
proved so effective. Model NIF- 
15 fog nozzle offers a wide range 
of fogs; from 0 to 150°. Flow of 


water through Fyr-Fyter Co.’s 
nozzle can be quickly changed 
from straight stream, to fog, and 
to shut-off with a flick of the 
wrist. Nozzle base has rocker 
lugs for easy but tight attachment 
to hose lines. Furnished with a 
satin brass finish. 

Circle No. 153 on reader service card. 


FIRE HOSE treated for mildew re- 
sistance and water repellency in 
such a way as to improve the 


flexibility of treated hose without 
sacrificing treatment efficiency is 
available from Boston Woven 
Hose & Rubber Co. Treatment 
to jacket prevents deterioration 
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from mildew. Resistance to water 
absorption provides for easier 
handling in service and quicker 
drying after usage. Additionally, 
the Boston treatment is available 
in a tan color (pictured at the 
left in comparison with the old 
treatment) at no extra cost. 

Circle No. 154 on reader service card. 


FOOL-PROOF GUARD for table saws 
gives complete protection in oper- 
ation of any conventional table 
saw with blades 6 to 16” in di- 
ameter. Manufactured by Brett- 


Guard Co., the “Brett-Guard” 
consists of a cast aluminum guard 
standard and _ shatter - resistant 
1%” thick plexiglas transparent 
shield. Shield covers the saw 
while giving full visibility and 
complete accuracy in all sawing 
operations. Simple flick of the 
knob sets the guard into any of 
three operating positions in ex- 
tension plates attached to the 
table top. Guard itself can provide 
horizontal and vertical pressure; 
can be used for over-riding fence 
for angular work. Operator can 
safely and easily re-position the 
guard for a different operation. 
Circle No. 155 on reader service card. 


RADIO-ACTIVE automatic fire de- 
tection system developed by Py- 


tection device electrically con- 
nected to fire indicating cabinet. 
Each head contains highly sensi- 
tive gas discharge tube plus two 
chambers, one of which is exposed 
to the atmosphere and the other 
sealed. Minute source of radio-ac- 
tive material is mounted in each 
chamber. Radiation ionizes air in 
the chambers making it electric- 
ally conductive. Chambers ad- 
justed to give equal voltage when 
combustion gases or smoke are 
non-existent. When combustion 
gases or smoke are present, bal- 
ance is upset, exposed chamber 
change causing tube to become 
electrically conductive, which op- 


erates a relay in the fire indicat- 
ing cabinet. 
Circle No. 156 on reader service card. 


DRY CHEMICAL piped fire extin- 
guishing system provides auto- 
matic protection against Class B 
and C hazards. UL approved, An- 
sul Chemical Co.’s piped dry 
chemical system is _ operated 
either by pneumatic rate-of-rise 
type of heat detection devices or 
by electrically operated releases. 
Within seconds after fire detec- 
tion, dry chemical is discharged 
through strategically located 
heads in the fire area. Doors, win- 





Controlled dissolving action is the 
reason Morton Impregnated Salt Tablets 
give fast relief—without nausea 


This chart shows the controlled dissolving rate of a typical 
Morton Impregnated Salt Tablet 
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rene-C-O-Two gives visual and Within minutes, the average person be- For more than three hours after Morton 


gins to feel better, work better, when Impregnated Salt Tablets are taken, 
he takes Morton Impregnated Salt they continue to fight heat fatigue by 
Tablets. For as soon as the tablets supplying salt. Careful, uniform coat- 
are taken, essential body salt lost ing of the salt crystals in each tablet 
through perspiration begins to be re- 





results in controlled dissolving action 
placed—but at a gradual rate, so as —the reason Morton Salt Tablets give 


not to cause nausea. such excellent results. 


Morton Yellow Impregnated Salt Tablets come 
in a handy, disposable dispenser. Plastic and 
heavy-duty aluminum dispensers are also avail- 
able, as are plain salt tablets. 


Place your order this week with your local safety 
equipment distributor. If he cannot supply you, 
write: 


audible alarms within seconds af- 
ter the ignition of fires. Pre- 
detector heads (illustrated) con- 
taining radio-active elements are 
spaced on centers up to 60’ apart 
or up to 30’ from side walls. Sys- 
tem quickly detects smallest 
smoldering fire. Heart of “Pre- 
Detector” system is overhead de- 


MORTON SALT COMPANY = :23i-icriypei cow" 
impregnated Salt Tablets 
Dept. OH-6, 120 South LaSalle Street 


B U.S. Patent No. 2,665,236 
Chicago 3, Iiinois Patented 1954 (Canada) No. 501,316 





Circle No. 64 on reader service card for more information. 
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ATHLETE'S FOOT? 


ALTA-CO 


KILLS FUNG! IN LESS THAN A MINUTE! 


Low-Cost ALTA-CO. POWDER stops Athiete’s Foot 
before it starts. Independent laboratory tests prove 
ALTA-CO kills all forms of fungi commonly found 
in Athlete's Foot in less than 60 seconds! Harmless 
to skin, towels, clothing. 

Foot baths in which ALTA-CO is dissolved can quickly 
easily be tested for strength.* DOLGE rubber foot 
tubs available on special service offer with 5-year 
guarantee. 

ALTA-CO FOOT POWDER in handy, sprinkler-top 
cans gives soothing, quick relief; guards against re- 
infection. 

H. D. FUNGICIDE—Economical floor wash dilutes 
1-300 parts of water to kill fungi on shower and 
locker room floors. Effective also in foot spray 
equipment. 


Write for litersture See your 





“EXCLUSIVE 
ALTA-CO TESTER 
Eliminates guesswork 
helps keep your f 


DOLGE Service Man. 


oot 


tubs at full strength 


always. 








= 
Sate rs 


N-35 light weight 
all-neoprene 10%" length. 
Snug curved fingers 
Super-Safe grip surface 
holds oily, slippery 

objects as if dry. 


Non- slip grip on Stanzoils acts like 
sand on ice. Handles wet, oily 
objects as if dry. Speeds work— 
cuts accidents. 


PIONEER Processed milled neo- 
prene gives extraordinary service in 
contact with oils, acids, caustics and 
solvents. Milled neoprene has higher 
tensile, greater tear resistance than 
any other oil-proof rubber. 


Only a liquid-tight glove gives posi- 
tive physical protection from condi- 
tions causing dermatitis. 





32 PIONEER Stanzoil styles, weights, sizes and colors. 
Send for Stanzoil catalog—shows quickly how to pick the 
best, most economical glove for each job. 


The PIONEER 


238 Tiffin Road 


Rubber Company witiara, ohio 


QUALUDY mmr tS FOR 35 


Circle No. 66 on 


reader service card for more information. 





dows, etc., can be closed auto- 
matically by the system. Selector 
valves allow protection of two or 
more separate hazards. 

Circle No. 157 on reader service card. 


BANDAGING TAPE of latex crepe 
sticks only to itself, not to skin 
or hair, and stays firmly in place 
without ties, pins, or clamps. 
Marketed by Caster Products Co., 
“Band-Seal” eliminates discom- 


fort usually associated with re- 
moval of ordinary bandages. Por- 
ous latex crepe allows air to 
pentrate to promote healing, yet 
is completely water-proof. Easy 
to apply. Furnished in a roll. By 
pressing edges of latex crepe to- 
gether, a protective sheath is 
formed. Edges can then be trim- 
med to form a neat bandage. Re- 
moved by simply rolling off in a 
single operation. 

Circle No. 158 on reader service card. 


THE 150 TO 250 LB. pressure 
range of Walter Kidde & Co., 
Inc.’s 10 lb. dry chemical fire ex- 
tinguisher carries Underwriters’ 
approval. Unit successfully ex- 


tinguished 40 sq. ft. gasoline 
fires when operated at both low 
pressure of 150 lbs. and through 
a 100 lb. range up to 250 Ibs. Illus- 
trates that unit will operate cor- 
rectly if only 150 lbs. of air pres- 
sure is available. Pistol grip 
trigger release mechanism. Mois- 
ture proof gauge shows unit’s 
charged pressure. Diffuser horn 
gives extra wide coverage of dis- 
charge pattern. 

Circle No. 159 on reader service card. 
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ROLLER-SPOOL ASSEMBLY speeds 
payout and rewinding of hose. 
Hose rolls smoothly and freely 
over chrome roller and _ spool. 
Triple chrome plated steel roller, 


i taal a 


et 


2” in diameter, spins freely on 
bronze bearings, easing hose on 
and off reel without sharp bend- 
ing at any point. Solid alloy spools 
and blocks at both ends of the 
assembly prevent hose from roll- 
ing over edge of the reel and act 
as a guide for uniform rewinding. 
Manufactured by Clifford B. Han- 


nay & Son, Inc. 
Circle No. 160 on reader service card. 


AUDIOMETRIC TESTING BOOTH de- 
veloped by Burgess-Manning Co. 
to facilitate hearing tests is 7’ high, 
4’ wide and 7’ deep. Portable 
room has built-in high capacity 
sound absorption and forced me- 
chanical ventilation. Interior is 
equipped with a plastic top desk, 
wall outlet, and wall-to-wall car- 


pet. Large window eliminates 
“closed in” feeling of person be- 
ing tested. The room is shipped 


knocked down and can be erected 
in 3 to 4 hours by two men. Will 
house patient, observer and tech- 
nician in comfort. 

Circle No. 161 on reader service card 


FIRE CURTAINS of Fiberglas or 
Nylon yarn coated with synthetic 
plastic resins eliminate dangers 
of fire destroying industrial parti- 
tions and possibly spreading to 
other building areas. “Duratex’’, 
made by Duracote Corp., consists 
of fabric base woven of either 


two materials and will not crack, 
harden or peel. Fabric can be 
used for welding curtains and as 
electrical insulating blankets. 
Light-weight fabric has high 
breaking and tearing strength. It 
is non-absorbing and resistant to 
water, oil, grease, alkalis and 
most acids. Standard color is 
Forest Green. Other colors avail- 


able if desired. 
Circle No. 162 on reader service card. 


PROTECTIVE HOOD made of “Fyre- 
Armor” aluminized flame and 
heat resistant fabric is designed 
for protection against radiant 


heat temperatures as high as 2500 
F. Made by Far-Ex Corp., the 
hood features high heat resistant 
eye glasses, complete freedom of 





NOW! STOP WASTEFUL EXPENSE 
AT YOUR RAILROAD SIDING 


HOT FOODS 
HOT SOUPS 
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AerVoiD 
AIDS 


to speeded-up 
industrial feeding 


Hot Foods for Work- 
ers Near Their Work 


AerVoiD vacuum insulated carriers do a 
big job in defense industrial feeding 
by providing a means by which hot 
foods and liquids can be serviced to 
workers at a distance from the kitchens 
or cafeterias. 


IF YOU actually saw a Lo-Hed Car puller in operation you'd 
probably order one in a hurry. It is a first rate investment 
— pays for itself fast. It puts a stop to shifting charges. Cars 
get loaded and unloaded in record time. Demurrage charges 
are slashed. Industrial accidents are minimized...And a 
Lo-Hed Car Puller saves money inside a plant, too — pulls 
loads in a straight line, up grades and around corners. 

Lo-Hed Car Puller is rugged, electrically-driven, built for 
trouble-free service. Write for folder telling you how to use a 
Car Puller in your plant. 


AMERICAN ENGINEERING 


om om. a, i f 
2429 Aramingo Avenve ¢ PHILADELPHIA 25, PA. 
CANADIAN SUBSIDIARIES: Affiliated Engineering Corporations, 
Ltd., Montreal 16, P. Q. Bawden Industries Ltd., Toronto 3, Ont. 4 


AE Products are: Taylor, Perfect Spread and Vibro-Grate Stokers, Marine Deck - 
Auxiliaries, Hydramite and Hele-Shaw Fluid Power, Le-Hed Hoists, Car Pullers. 


eAerVoiD hot food 
and soup carriers 


Also for mid-shift or night-workers after 
cafeterias are closed. 


eAerVoiD hot coffee 


Investigate AerVoiDs today. ° : . 
— ’ and liquid carriers 


Vacuum Can Company 
19 SOUTH HOYNE AVENUE 
CHICAGO 12, ILLINOIS 


eAerVoiD Mobile 
Canteen 





Ask for new illustrated folder ‘Thousands in 


OH-53 “The Job AerVoiDs Do 


Industrial Service 
3 In Industrial Feeding.” 


4 

















Circle No. 67 on reader service card for more information. Circle No. 68 on reader service card for more information. 
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Shut Out NOISE 











with the NEW | SMRi 
EARSTOPPER 


Soft, comfortable, resilient, the SMR 
EAR STOPPER adjusts itself to all 
shapes, turns and movements of the 
ear canal. Will not slip out of the 
ear. Has a long life and is reason- 
able in cost. Furnished in a plastic 
case with a pencil-clip. 


@ Free sample when requested 
on company stationery. 


Surgical Mechanical Research 


1905 Beverly ’ 
Bivd. IN. 


Circle No. 70 on reader service card. 


Los Angeles 
57, Calif, 
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POISON IVY WHIPPED! 


Poison ivy, poison oak and sumac no 
longer need bother your men when they 
use MSco POISON IVY OINTMENT 
for prevention or cure. Remember, 
MSco is headquarters for poison ivy first 
aid: Unit A-20 Zircreme, 6 per unit; Zir- 
creme (clinical) 1 lb. jars; Unit A-17 
Poison Ivy Ointment, 6 per unit; Unit 
102A Poison Ivy Wash, 4cc., 6 per unit; 
Unit 164A Poison Ivy Wash, 10cc., 3 
per unit. See your MSco distributor, or 


write for illustrated 
poisonous plant 
identification 

guide. 
MEDICAL SUPPLY COMPANY 


Rockford, Ill., In Canada, it’s Safety Supply Co. 
Circle No. 69 on reader service card. 





JAXCOLITE 


Now Steel-Grip presents 


safety apparel made of 


AMAZING NEW MATERIAL 


Jaxcolite combines extreme resistance to 
chemicals, burn, heat and wear with com- 
fort, flexibility, appearance and low cost 


No safety apparel has ever given us greater satisfac- 
tion to present to industry than Steel-Grip garments 
made of Jaxcolite. Jaxcolite is a new yet tested and 
proved compound, applied as a coating to a duck, 
asbestos or burlap base. Wherever safety apparel 
made of this new material has been used, it becomes 
firmly entrenched. There is nothing to compare with 
it. Jaxcolite garments combine every feature you 
could want. 


1 They are extremely resistant to molten 
metal splash, acids, caustics, water, oil, 
heat and wear. 


2 Jaxcolite garments are lightweight, flex- 
ible, attractive in appearance. 


3 The cost is very low. 


We do not hesitate to urge you to act at once. Send 
now for sample materials or safety apparel made of 
Jaxcolite. You will be amazed at the advantages 
presented. 


*A product of Jaxind, Inc. 


INDUSTRIAL GLOVES COMPANY 
A Corporation 
1805 Garfield Street, Danville, Illinois 
(In Canada: Safety Supply Co., Toronto) 


| 4 
Coats A 
Pants | na 
Sleeves { 
Aprons \ om t 


Leggings p 
Spats 
ij 


Jaxcolite 
backs 


Welding 
Curtains 


Steel-Grip 


| INDUSTRIAL 
Safety Appa rel 


TO BE SURE OF THE GENUINE, 
DEMAND THIS TRADE-MARK 





movement and certified protec- 
tion against radiant heat. Large 
enough to permit wearing stand- 
ard breathing equipment or a 
smoke mask, the hood, which 
covers the head, chest, shoulders 
and back, is constructed to be 
worn over a staudard skull guard. 


Circle No. 163 on reader service card. 


PLASTIC DISPENSERS for protective 
ointments in tubes have been 
produced by Hygiene Research, 


SAME 





Inc. White plastic dispensers can 
be attached to any flat surface. 
Dispensers will deliver small 
amounts of ointment by a slight 
squeeze of the thumb and fore- 
finger. Dispensers reduce costs 
by savings in amount of ointment 
consumed. Other advantages in- 
clude: no lost caps; time savings; 
stops messiness; and complete 
sanitation. 


Circle No. 164 on reader service card. 


ONE-HAND OPERATED, stored pres- 
sure 2% gal. water or anti-freeze 
fire extinguishers have been de- 


signed by Stop-Fire, Inc. Unit is 
pressurized with air or nitrogen 
at 100 psi. Discharge is accom- 
plished by squeezing operating 
lever located at the extinguisher’s 
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top. Lever also serves as a carry- 
ing handle. “Redi-Jet” extin- 
guisher instantly releases pres- 
surized water in a 35’ stream. 
Can control flow through spring 
loaded valve which permits on- 
off intermittent operation. Elimi- 
nates need for annual recharge. 
Can be repressurized to 100 psi 
with standard compressor air. 
Constructed of 1-piece seamless 
drawn brass shell with corrosion 
proofed interior and solid brass 


current is disrupted, instantly 
lighting the immediate area until 
electrical current is restored. 
Furnished with battery test but- 
tons and 6 V sealed beam lamps. 
Five different models available. 

Circle No. 166 on reader service card 


EXTINGUISHER HEADS can be re- 
moved safely and quickly with 
Central Safety Equipment Co.’s 


stainless steel impact wrench and 
an adjustable aluminum gripper 
base. To remove the head, the 
extinguisher is placed on the 
gripper base and locked into posi- 
tion by a foot controlled brake, 
adjustable for 1% and 2% gal. 
extinguishers. Wrench is applied, 
and head is easily removed with- 
out damage to the extinguisher, 
head-threads or operator. 

Circle No. 167 on reader service card. 


fittings. 
Circle No. 165 on reader service card. 
DESIGNED FOR FIRE FIGHTING, a 
light weight, high capacity pump 
with cast aluminum body has ex- 
as cellent pressure characteristics 
EMERGENCY LIGHTING for critical for stand-by fire protection or for 
spots in your plant in case of 
power failure can be supplied by 


“Extinguisher Servicing Device” 

which makes periodic checking 

and recharging of fire extinguish- direct fire fighting. Made by 
lights which operate from battery ers an easy chore. One man can Barnes Mfg. Co., the portable 
power. Developed by Jamil, Inc., remove an extinguisher head in pump can be used as an auxiliary 
the lights turn on automatically seconds with the new device. pump for truck pumpers and re- 
as soon as the plant’s electrical Components of the device are a serve tank trucks. Powered by a 


“Safeguard Lite’’ emergency 





HIGH HAT BUT NOT HIGH PRICE 


QUICKEE 


WASHUP STATIONS 
—more economical 
than soap 


ULL MA Ll 


They are Puncture 
Proof. They Insulate 


Removes paint, pitch, tar, /{. 
grease and other soils too} 7 
tough for soap and water. ¥ 
Your men will love its soft, 
cold-cream texture, 


One costly FOOT QUICKEE Hand Cleaner Dispensers mount on any vertical sur- 
ACCIDENT could ? face. Provide on-the-spot wash-up stations throughout your 
‘ plant at low, low cost. 

have paid for 5 Ib. can of super-soft, Lanolin enriched QUICKEE slips easily 

1000 PAIRS into patented dispenser. Snap on lid—that's alll Gives 1,000 

hand cleanings. No messy filling, no gears, no plumbing re- 

of WOODEN SHOES quired. Plants starting with one QUICKEE Station soon had 
several installed on every floor. 

- With or without water, QUICKEE removes 

grease, grime, paint, tar, pitch—in seconds! 


i | a ci) Day FREE TRIAL 


Six 5 Ib. cans QUICKEE......$14.40 
Dispenser (at cost) 4.50 


Your Cost......$18.90 


If, after 30 days, you are not enthusiastic, return 
COLLECT, 5 unused cans and Dispenser in original 
carton for FULL REFUND. Order from your Jobber 
or write us. 


Reece has a shoe or 
sandal to fit your 
needs. 


fete) >) 4x mie) m3 
REECE SHOE CO: 


Dept. 6-55 


Suweeaee PRODUCTS, INC. 


Columbus, Nebraska 141 Woodworth Avenue Yonkers, N. ¥Y. 





Circle No. 72 on reader service card for more information. 
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Circle No. 73 on reader service card for more information 
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Briggs & Stratton %-hp single 
cylinder air-cooled engine, the 
pump will deliver 100 gal. per 
min. at 140’. At 208’ it will de- 
liver 50 gal. per min. Has 2” suc- 
tion and discharge with 2%” NST 
threaded adapter connections. 
Pump is exhaust primed for quick 
priming. 

Circle No. 168 on reader service card 


ELECTRICAL FIRES can be curtailed 
through use of “Industrial Multi- 
Amp” portable high current test- 
ing unit for safe checking of cur- 
rent-actuated protective devices. 


Unit allows checking circuit 
breakers, overload relays and 
other such devices before they 
are installed, when they are in- 
stalled and periodically after they 





are in service. Unit is a loading 
device accurately adjustable in 
stepless increments with finger- 
tip control. To check any cur- 
rent-actuated device, merely con- 
nect the device to proper outlet 
terminals of “Multi-Amp” and 
adjust to proper value while ob- 
serving current indicator and 
timer. Check results against 
published time-current curves. 

Circle No. 169 on reader service card. 


PROTECTIVE APRONS of vinyl 
plastic on which your firm’s 
trademark, insignia and special 
safety message can be imprinted 


HELP SOLVE YOUR 
/ SANITATION AND 
PRODUCTS MAINTENANCE PROBLEMS... 


Whether It's a Problem of Inexperienced Help— 
Efficiency or Costs 


FOR CLEANER- 
LEEW /Usf DISINFECTANT 
CLEANS ... DISINFECTS ... SANITIZES-... 
DEODORIZES—IN ONE EASY OPERATION! 





Just one man does all this at 
the same time . .. and in less 


time than it normally takes to 


merely clean. 





help get top 


4 
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built-in 





MOP IT ON, MOP IT 
OFF... THAT’S ALL. 
Even inexperienced 
results 
with JUST. And JUST’s 
ECONOMY 


PSE 
* DEODORANT * DISINFECTANT sim 


CONTROL and JUST- 


A-MATIC DISPENSER prevents waste! 
To top it all, JUST in use costs LESS 
than most simple scrub soaps. No 
wonder schools, hospitals, institutions 
and industry turn to JUST for fast 


complete sanitation. 


The experience and 
knowhow of over 28 
years is at your dis- 
posal. Perhaps we 
can help you. . . just 





Maintenance Products. 
@ JUST Combined Cleaner-Disinfectant 


@ JUST Surface Toner 
@ JUST Bacteriostatic Dust Contro! 





Use the Complete Family of JUST Sanitary 


@ JUST Flexible Film Floor Finish (Formerly Ful-Life) 
@ JUST Wex Stripper 


@ OUT Liquid Bowl and Porcelain Cleaner-Disinfectant 


as we have aided 
thousands to achieve 
better, safer, effi- 


cient sanitation and. 


maintenance. Just 
dropusaline. And... 


WRITE FOR FREE SAMPLES 
AND LITERATURE. 
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ASSOCIATED 


OVER 250 ASSOCIATED JUST DISTRIBUTORS TO SERVE YOU. 


® 


Associated JUST Distributors, Inc. 
c/o FULD BROS., INC. 
702 S. Wolfe Street, Baltimore 31, Md 
West Coast: Los Angeles 13, Cal. 


Circle No. 74 on reader service card for more information. 


WHAT'S YOUR PROBLEM? 





at low cost are available from 
Safety Specialists, Inc. Firm ac- 
curately reproduces your trade- 
mark and its colors in the apron. 
Design is not stamped on but is 
an integral part of the apron. De- 
sign cannot be worn off; will not 
chip, crack or peel. Design or its 
colors are unaffected by chem- 
icals that do not affect the vinyl 
apron itself. 

Circle No. 170 on reader service card. 


A STEEL DIAMETER measuring tape 
and a thread gauge are available 
from Fyr-Fyter Co. to simplify 
your job of specifying sizes for 
new fire hose, nozzles adapters, 


and valves. The measuring tape 
instantly gives the outside diame- 
ter of the male threads on circum- 
ferences under 36”. Thread gauge 
gives correct number of threads 
per inch. You needn’t know the 
difference between IPT and NST 
to order brass goods; just furnish 
your suppliers with data these 
two devices give you. 

Circle No. 171 on reader service card. 
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HEADGEAR 
Part No. 62 


This headgear has been 
furnished on all Jackson 
fiber glass helmets and 
remains available. 
It permits fitting to the head in %’ 
steps, clearly marked in hat sizes for quick, yet 
firm adjustment before putting the helmet on. 











Now You Have the Choice 
of All Jackson Welding Helmets 
at No Extra Cost, with the... 


NEW Jackson ADJUST-O-LOK 


It adjusts quickly, locks firmly after putting the 
helmet on. Its fine adjustment permits tighten- 
ing or loosening while wearing the helmet, as 
you may require. The large, winged knob is 
easy to handle, even while wearing gloves. 

The mechanism, entirely enclosed, smooth 
against the head, hasa minimum of moving parts. 
Both knob and gear are of Nylon, lightweight, 


and non-conductive. 


This new Apsust-O-Lok Headgear is inter- 
changeable with the No. 62 headgear, attaches 
to the same Jackson friction pivots, adjustable 
from the outside while in use. Plastic straps, of 
a new formula, are stronger, self-extinguishing. 
They’re easy to clean. Cork-padded sweatband 
snaps on quickly, is inexpensive to replace. 


CHOOSE FROM _ THESE JACKSON FIBER GLASS HELMETS .. . 


LIFT-FRONT type H-2 


permits work inspection without 
raising entire helmet. Lens holder 
of high-impact thermosetting plas- 
tic has hinged door held by coil 
springs. Cover glass protects filter 
lens; another glass protects the 
FIXED-FRONT type H-1 eyes when front is raised. 
Available with metal lens holder 
or with the new, high-impact plas- 
tic lens holder as shown above. 


Also New... 


HANDSHIELDS H-5 and H-6 

They consist of the same fiber glass 
shells as Helmets H-1 and H-3 re- 
spectively, and are fitted with new 
plastic insulated fixed-front lens re- 


LIFT-FRONT type H-4 


This narrow-front, fiber-glass hel- 
met has the same parts as type 
H-2, including plastic lens holder 
with hinged door for quick work 
inspection. 


FIXED-FRONT type H-3 


of narrow-front design. All parts 
are interchangeable with type H-1. 


With metal or plastic lens holder. 


—WITH EITHER ADJUST-O-LOK OR HEADGEAR NO. 62 


SACK SON 


a ee ee eee 
WARREN-MICHIGAN 


tainers and vulcanized fiber handles. 


SOLD THROUGH DISTRIBUTORS AND DEALERS THROUGHOUT THE WORLD 


Circle No. 75 on reader service card for more information. 
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Daylon 
safety shoes 


by 
UNDERWRITERS’ 
LABORATORIES 


these shoes make 
your ladders safer 


Your straight ladders will enjoy a 
firmer grip on the ground or on the 
floor with these popular Dayton 
Safety Ladder Shoes. Neoprene 
rubber suction treads really grip 
slippery floors — and — a simple 
turn and spike steel tips 

dig into the ground 

for real security and 

safety. The base is 

16-gauge steel. 

Side plates are 

13-gauge steel. 

Lock nuts, spring washers assure 
precision adjustment. Treads are 
renewable. All zinc-plate finish. 


For FREE literature write to Dept. F 


2339 Gilbert Ave., Cincinnati, Ohio 
an Canada—SAFETY SUPPLY CO., TORONTO 


Circle No. 76 on reader service card. 
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LITERATURE 
OFFERED IN THIS MONTH’S ADS 


appropriate number on the 
Reader Service Card. 











FIRE HOSE REELS for fire fighting 
equipment are described and il- 
lustrated in Clifford B. Hannay 
& Son, Inc., new 16-page illus- 
trated catalog. The catalog covers 
features of the entire Hannay 
line. 


Circle No. 49 on reader service card. 


DANGEROUS CHEMICALS, splash- 
ing into your workers’ eyes re- 
quire the most up-to-date and 
most efficient eye-wash fountains 
as the first step in remedial ac- 
tion. Check into the condition of 
your eye-wash fountains to see if 
they can compare with the newest 
fountains such as those described 
in Haws Drinking Faucet Co.’s 
brochure. 


Circle No. 61 on reader service card. 


THE KEY to fire protection for 
your plant may well lie in an ef- 
fective watchman-watchclock 
system such as the type described 
in Chicago Watchclock’s illustrat- 
ed folder. Use the reader service 
card for complete information. 
Circle No. 34 on reader service card. 


A FLOOR CLEANING machine that 
applies cleanser, scrubs, flushes 
if required and damp-dries the 
floor—all in one operation—is 
described in literature available 
from Finnell System, Inc. 

Circle No. 6 on reader service card. 


KEEPING EMPLOYEES COOL during 
hot summer months can _ boost 
production and keep down absen- 
tiesm, to say nothing of reducing 
accidents. Your fans, however, 
had better be adequately pro- 
tected or you may find yourself 
in trouble. Rochester Safety 
Equipment Co. has literature 
available which describes their 
fan guards. 


Circle No. 122 on reader service card. 


YOUR PLANT NURSE can adminis- 
ter hearing tests on prospective 
employees with the Beltone Hear- 
ing Aid Co.’s new audiometer 
which is explained in a free book- 
let available from the firm. 

Circle No. 23 on reader service card. 


SAFETY BELTS and harnesses for 
industrial applications are pres- 
ented in catalog 54-S by W. M. 
Bashlin Co. The catalog features 


PAIN... 
SHOCK... 


SPRAY IT! 


... the best and safest method 
for the ''first aider’’ because 
he doesn't touch the patient! 


QUICK, THOROUGH, PAINLESS, ASEPTIC... 


Doctors agree that certain basic conditions are 
present in all burn cases. The ‘‘first aider’’ is qual- 
ified only to deal with the first three: Relieve 
Pain, Prevent Infection, Treat Shock. Spraying 
burns does this best. And the MSco assortment of 
Burn Spray Kits is the largest ever offered: Amer- 
icaine or Kip Antiseptic Oil in either compact 
Unit-Type Packets with Pressure Cartridge Spray 
or Complete Burn Spray Kits with Aerosol Dis- 
pensers; Foille and Hydrosulphosol Burn Spray 
Kits; Fire Department Kits. MSco also supplies 
all standard burn ointments in unit form for first 
aid kits. See your MSco distributor for a demon- 
stration or write for details. 





Medical Supply Company 


ROCKFORD, ILL. - IN CANADA, IT’S SAFETY SUPPLY CO. 
Circle No. 77 on reader service card. 








Ahead in Safety! 


Style +3921H 


2 ways better! 


FLAMEPROOFED blue mesh top 
and back. Cellulose acetate visor. 


yY LIGHTWEIGHT, full protection. 
1 size adjustable to all heads. 


Write for FREE sample 9 J 20 
or Order Direct! poz. 


See the Klear-Vu Safety Aprons and Arm 
Guards. Write for illustrated catalog. 


KLEAR-VU CORPORATION 
19 Waverly Place, New York 3, N. Y. 
Circle No. 78 on reader service card. 
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descriptions and details on the STOP INJURIES 
Safety Emblems Manhole Harness for use wher- 

ever it is necessary to raise a man 
vertically through a small open- AND 


Plaques * Trophies | [20.4 sscox ese wc | WORK INTERRUPTIONS 
and Awards .. . from falling 


FIRE HOSE NOZZLES, hose coup- 
e © lings and appliances, saihahemens fluorescent tubes 
is Our Business and other connections are pres- 


ented in a complete catalog by 
WwW. - af Powhatan Brass & Iron Works 
rele oday Catalog “A” contains data of in- 


terest to all safety directors. 
for our F R E E Circle No. 39 on reader service card 
1955 


CATALOG SLOPPY SMOKING HABITS can 
present serious hazards in indus- 
trial plants. Cigarette dunking 
stations such as those described 
in Standard Industrial Products 
Co.’s literature can help curb this 
fire hazard by making it easy for 
workers to safely extinguish their Keep tubes in place with Den-El Fluores- 
cigarettes. cent Lamp Guards, easily installed with 

a ae J screwdriver. Stainless steel, they spring 
Circle No. 52 on reader service card open for relamping or cl g, and last 
a lifetime. 

For 40W tubes, per C, $17.00 


For 100W tubes, per C, $20.50 
36 PAGES OF AIRLINE RESPIRATORS for protec- Ce ae ee 


IDEAS - PROMOTIONS tion over prolonged periods DEPENCABLE GUIDE TO SAFETY 
Ss ’ P against harmful or objectionable , 

AWARD IT’S FREE! atmospheres are covered in a sz GENERAL SCIENTIFIC 

WILLIAMS JEWELRY & MFG. CO. bulletin and price list available EQUIPMENT COMPANY 

Dept 06, 10 S. Wabash Ave from B. F. McDonald Co. resrep rvousraiat SAFETY paopucrs 

CEntral 6-5018 . Chicago 3, HL. Circle No. 107 on reader service card 











Hundreds of Safety Products. Free Catalog. 
2717 W. Huntingdon St., Philadelphia 32, Pa. 


Circle No. 82 on reader service card Circle No. 80 on reader service card. 
DANGEROUS SPARKS may lead to 
disastrous fires, so the safety 











tool catalogue available from TINDALE 

FAST, , Beryllium Corp. containing data MAR 

CONTINUED on 400 non-sparking hand tools ee 
S. : should be of special interest to 

fire-minded safety men. PROTECTIVE MASKS 


Circle No. 59 on reader service card if ~ = a 


PLACE HEAD- 


HANDS AND FINGERS of press op- ; 
erators can be protected from sehen 
. . . N 
hazards by furnishing safety ‘ 
feeders and sheet lifters to em- PRESS NOSE 
° TABS IN CLOSE 
ployees. These items, along with AGAINST FACE <“o 
; . TO HOU 
many other safety devices for AGANEST THE PRESS f0GES 
‘ NOSTRUS OF FACE PLATE 
press operators are described in oS DOWN TO FiT 
. m - FACE SNUGLY 
a free catalog available from F. 
J. Littell Machine Co. i 


Circle No. 117 on reader service card Weigh less than ¥2 ounce. Excellent Protection 
against non-toxic dusts except free silica. Re- 
placeable cotton pads are inexpensive and 


ah sanitary 
FOILLE antiesptic-oncigesi« is ANTISEPTIC SOAPS for industrial Martindale Protective Masks ........ $.30 ea. 


. . ee” No. 1 Refills (Standard weight) ...... 02 ea. 
: uses which contain -xac rO- 
a dependable, convenient, sur- . am “Hexachioro No. 2 Refills (heavyweight) 0244 ea. 


2 \-t d at hich h phene” germicidal agent, and Masks oe ee = 25 
ical- e ressin wni : . of ror ' to envelope ° eavyweight efills con- 

3 he 9 ’ _ which will remove up to 95% of tain twice as much filtering cotton as No. 

won wide use and acceptance harmful bacteria, are discussed in DISCOUNTS 

by Doctors, Hospitals and a booklet presented by Armour Less than $10.00 list 


ra Plant Clinics over a & Co., Industrial Soap Dept. S08 fo seem et 

i Circle No. 25 on der service card $100.00 and over 

period of twenty years. Oe a ee a a a Minimum, charge account or C.O.D. ...... 
FOR Minimum, cash with order 


We pay, 6 my ge at on Cash Orders. 
SUNBURN * BURNS * CUTS * ABRASIONS FIRE EXTINGUISHERS Send ita 


that use ~—" No. 29 of 
LOCAL SKIN IRRITATIONS * INSECT BITES “Karbaloy” 


extinguishing liquid Safety Equipment. 
and are thus able to put out more 


CARBISULPHOIL COMPANY | ovcvent flashback are dctaied = | MMULGUDIL Uanaaa i OEE 


literature which Fyr-Fyter Co. 
*You're invited to request literature will send vou 2 P 1311 Hird Ave, Cleveland 7, Ohio 


and samples. 


roduction and 








, . Circle No. 51 on reader service card 
Circle No. 79 on reader service card. epeticaaline 
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FOR COMFORT AND SAFETY 
IN LINEMEN’S GLOVES 
1 FULL CURVED HAND shape 
identifies genuine White 
glove, designed for maximum 
comfort and safety. 


y) SIZE RANGE assures a good 
safe fit of all hands—in half 
sizes from 9 to 12 inclusive. 


3 FINGER SHAPE gives natural 
flexibility and deftness. Ends 
are round, crotches extra-large. 


4 GLOVES are available in 

ratings to suit your job needs 

wtih plenty of safety allowance: 
from 10,000 to 20,000 volts. 


Inner Liner 
gloves absorb sweat Leather Protector 
in summer and keep gloves for abrasion 
hands warm in win- protection, tailored to 
ter. fit over rubber gloves. 


YOUR QUESTIONS on rubber glove 
care and testing are welcomed. 
They will be promptly answered by: 


WHITE RUBBER CO. 


Circle No. 83 on reader service card 
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A CASE TAKEN FROM THE 
FILES OF THE AMERICAN 


ARBITRATION ASSOCIATION 


The American Arbitration Association is a non-profit membership corporation, 


organized to advance knowledge and use of labor-management, commercial, 


and international trade arbitration. 


The award of the arbitrator in the case 


described here is not to be taken as an indication of how other arbitrators 


might rule in apparently similar cases 


THE FOREMAN and the union 
shop steward of a kitchen fur- 
niture factory were getting on 
badly. 

Things came to a sudden 
boil when a spray painter was 
accused by the foreman of 
sloppy work. The painter, an 
experienced workman and a 
member of the union’s execu- 
tive board, got excited; and it 
took several hours to calm 
him down. 

“That does it!” said the 
steward. “The foreman has 
gone too far. He picked a 
fight with us once too often. 
This time we’re going to get 
rid of him.” 

He assembled the grievance 
committee, marched into the 
company president’s office, 
and demanded that the fore- 
man be discharged. 

The president, of course, 
backed up the foreman. He 
not only denied the reason- 


ableness of the union’s com- 
plaints, but said that since the 
foreman was on manage- 
ment’s team and outside the 
bargaining unit, the union had 
no right to demand his dismis- 
sal. 

Eventually, the case went to 
arbitration, where the parties 
submitted two questions: (1) 
[Is the union demand that the 
foreman be fired arbitrable? 
(2) If so, should the foreman 
be fired. 

In reply to the company’s 
claim that the hiring or firing 
of management personnel was 
outside the area of collective 
bargaining, the union said that 
a foreman who disturbed good 
employee relations and made 
experienced workers nervous 
by incessant nagging constit- 
uted a “health hazard.” As 
such, the union concluded, re- 
tention or dismissal of the 
foreman was arbitrable. 


The Arbitrator’s Decision 

The arbitrator ruled that al- 
though a demand for dismissal 
of a foreman is not arbitrable 
unless specifically made so in 
the agreement, such a demand 
could be considered arbitrable 
if the foreman’s conduct was 
30 extreme as to make for un- 
safe working conditions. 

The facts of this case, the 
arbitrator ruled, did not war- 
rant such a conclusion. With- 
out further discussion, he said 
the union’s grievance was not 
arbitrable. e e 
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FIND IT—FIX IT... 


Continued from page 29 





proposed project before the 
work actually is ordered. 

The safety director is auth- 
orized to originate these en- 
gineering service requests 
without higher approval. 
However, if the work to be 
done includes making alter- 
ations or if it will become a 
charge on another depart- 
ment, that department man- 
ager is consulted and finally 
countersigns the order. 

When a difference of opin- 
ion occurs, a decision is reach- 
ed on the basis of general 
discussion; and the request is 
completed, modified, or can- 
celled. Higher authority may 
be contacted when agreement 
can’t be reached on the lower 
levels of supervision. 

After agreement is obtained 
on a request, it is forwarded 
to the engineering depart- 
ment for study, estimates, and 
scheduling. When it has been 
finally reviewed and _ ap- 
proved, it is sent on to the 
maintenance department for 
completion of the work re- 
quired. 

Maintenance prepares a 
four-part card around the re- 
quest. The original copy is re- 
tained in the maintenance 
files. One copy goes to the 
maintenance section that is to 
do the job. A third copy is 
sent to the one who requisi- 
tioned the work, to indicate 
that the job has been estim- 
ated, approved, and scheduled. 
The fourth copy goes to the 
requisitioner when the work 
has been finished; this copy 
shows the actual cost of the 
material and labor involved. 


Executives Approve 
Expenses Over $300 


The third segment of the 
get-it-done program consists 
of securing executive commit- 
tee approval through a form 
that is used for all projects 
that demand expenditure of 
more than $300. 

This executive committee 
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PROTECTION FROM 


POS ON:::2v¥ 


FOR YOUR OUTDOOR WORKERS 


IDU SKIN LOTION has protected outdoor work- 
ers, linemen, utilities workers, gardeners and for- 
esters from poison ivy and poison oak for more 


than ten years. e 


These two spring and sum- 


mertime hazards will soon become troublesome. 


Be prepared! 


Prevent these irritating conditions from striking your 


workers. 


ORDER NOW 
Available at the 


following prices 


4 oz. bottles 
8 oz. bottles 
1 pint bottles 


USE IDU. 


$ 6.00 a doz. 
$10.00 a doz. 
$16.00 a doz. 


Send For A Free Sample On Official Company Stationery Today. 


l. D. U. PRODUCTS CO. 


WAUSAU © WISCONSIN Sy 


Circle No. 84 on reader service card for more information. 








Make your plant safer with “SAFETY-WALK” 


Here’s the new mineral-coated fabric 
that provides perfect traction—sure 
footing—even under water or grease! 
Patterned in strips, tiles and cleats for a 
variety of purposes, it goes on in min- 
utes—lasts for years. And it’s easy to 


REG. U.S. PAT. OFF. 


SAFETY-WALK 


WETORDRY NON-SLIP SURFACING 


Made in U.S.A. by MINNESOTA MINING AND Mpc. Co., 
St. Paul 6, Minn. Also makers of “SCOTCH” 


« Brand Pressure - Sensitive Tapes, “3M” 
Abrasives, “3M” Adhesives. Export Sales 
3 Office: 99 Park Avenue, New York 16, 


N.Y. In Canada: P.O. Box 757, London, 
Ontario. 


keep clean! Use “Safety-Walk’’ Non- 
slip Surfacing on stairs, walkways, ramps 
—wherever the danger ofa fall is present. 
“Safety-Walk” pays off in accident 
prevention, better public and employee 
relations . . . prevents costly claims. 


FREE SAMPLE! Please send me “Safety- i 


Walk” sample and complete information. 


MINNESOTA MINING AND MFG. CO. 
Dept. OH-65, St. Paul 6, Minn. 


Circle No. 85 on reader service card for more information. 
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EVE 
WASHING 
FOUNTAIN 


/ 


e 


gave EYE? 


Leading industrial doctors advise immedi- 
ate washing with plenty of running water as 
the best first aid treatment for any chemical 
in the eyes. Records prove that washing with 
water for ten minutes or more, close to the 
accident, is necessary to reduce or eliminate 
eye damage. 

Forehead operation leaves hands free to 
open eyelids so water can be directed wher- 
ever chemicals might be lodged. Sanitary white 
baked enamel bow! is resistant to most fumes. 

Over 500 industrial plant installations have 
been made to date. 

Write For Details. 


VALVE NE W 
Chain Operated WI Fal cage Lae 
SHOWER 


Self-Closing 


The B & A Shower is the 
quickest and most satisfac- 
tory way to saturate a work- 
er with gallons of water the 

fmstant an accident occurs, to prevent a dis- 
figuring burn—even a fatality. 
Special shower head, no holes to clog—can 
be used where unfiltered water prevails. 
Write For Details. 


GLASS 
AND cue VERS 


OISFIGURING 
FACIAL Cuts 
ANO BuRNs/ 


TS ANO 
= eal BURNS 
MS 


HA 
TH HEN re 


que 
Vines Ppunreg SAF-T.BAGS 


are widely used for the safe 
handling of glass bottles con- 
taining harmful chemicals; also 
the storage and recovery of 
expensive serums, biologicals, 
and other costly products. 

Painful cuts, disfiguring 
burns, loss of eyesight, or even 
a fatality, do result from corro- 
sive liquid splash and flying 
glass when unprotected bottles 
— shatter. 

5 GALLON Write For Details. 


BENSON & ASSOCIATES. INC. 


P. 0. Box 7542 Dept.0.H., Chicage 80, Iilinois 
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approval form may be origi- 
nated either by the safety 
director or by other depart- 
ment managers. It must be 
countersigned by the vice 
president in charge of the de- 
partment that started the re- 
quest. 

The proposed project must 
be described in detail on the 
form. Drawings must be in- 
cluded when they are applica- 
ble. Costs must be itemized to 
show material and labor. The 
need for the work must be 
stated, and expected advan- 
tages and savings must be set 
out. 

When the form is complet- 
ed, it is circulated, along with 
any attachments, to the mem- 
bers of the executive commit- 
tee. After the committee’s 
approval, the form moves on 
to the engineering department 
for scheduling and completion 
of the job. 


Everyone Informed 
Of Status of Job 


A log is kept on all “execu- 
tive committee approval” pro- 
jects, to prevent unnecessary 
delays and to indicate what 
progress is being made toward 
its final approval. 

Everyone involved is in- 
formed as to when and how 
the job is to be done, as to 
what the estimates of cost 
may be, as to the progress of 
the project, and as to ulti- 
mate accounting of expenses. 

Obviously, the one who be- 
gins an “executive committee 
approval” project must be on 
solid ground. Hasty and ill- 
advised ideas would soon pro- 
vide management with good 
reason to part company with 
the employee that consistently 
produced them. 

The entire three-way get-it- 
done program affords a 
chance to everyone to have 
needed work done without de- 
lay. It provides a workable 
system with easily followed 
procedures. It furnishes the 
safety director with a tool to 
reduce injuries, show his in- 
itiative, and maintain records 
that will justify his position 
with management. e e 











Electric Dryers 


* eliminate 


needless towel costs! 


(No more buying and storing of towels) 


* Save 
maintenance overhead! 


(24-hour service—no waste to empty) 


* Clean-up 


littered washrooms ! 


(More sanitary! No fire hazard!) 











No. 7-A Model. See catalog for recessed 
foot switch and other models 





Even With Just 1 imide 
You Can Save, Too! 


Savings are automatic with Sani-Dri! 
You eliminate 85% of washroom main- 
tenance overhead PLUS 100% savings 
in towel costs. In addition, you get 
‘round-the-clock automatic drying service 
with greatly increased sanitation. In- 
vestigate this modern trend to low cosf 


automatic drying now! 








Write Today For Latest Facts! 


Get the savings facts about Sani-Dri, 
the original and only complete line 
of dryers sold throughout the world. 
All models carry Underwriters’ Seal 
and full 2-year guarantee. Write 
today! 


Distributors in All Principal Cities 


THE CHICAGO HARDWARE FOUNDRY CO. 


“Dependable Since 1897” 


4265 Commonwealth Ave. 
NORTH CHICAGO, ILLINOIS 
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DO IT YOURSELF... 


Continued from page 18 





The presence of hydrants 
which prove to be underfed 
can be very misleading when 
the need for extinguishing 
fires grows into a reality in- 
stead of a possibility. 


Not long ago, one plant had 
only a small fire but sustained 
a terrific water loss simply 
because there was no valve 
available to shut off the grav- 
ity tank. The post indicator 
valve shut off nothing but the 
water from the main entering 
the plant. 


Cooperation Can 
Lick These Problems 


Sprinkler valves rarely are 
marked to show which sys- 
tems they control. This fact 
can mean loss of valuable 
time in extinguishing a blaze. 
Fire brigades should see that 


all valves are correctly la- 
beled. 


Another problem which con- 
fronts both the plant fire bri- 
gade and the public fire de- 
partment is the method used 
for parking cars. Again and 
again we have found siamese 
connections and post indicator 
valves hidden behind rows of 
automobiles. Exits are block- 
ed, and the entrance of the fire 
department is impeded. The 
parking problem may be 
acute, but surely some spot for 
parking can be found that will 
not cut off this fire protection 
equipment which is so 
essential. 


Fire brigade chiefs should 
not hide their identity under a 
bushel. Chiefs should get in 
touch with the public fire 
chiefs or (in large cities) the 
district chiefs. The public fire 
department should be invited 
to visit plants. Special hazards 
present in those plants should 
be pointed out. Frequently, 
by working together, it is pos- 
sible to arrive at the solution 


JUST OFF THE PRESS! 
“A Guide 
to 
SAFETY 
PROMOTION” 


JAM 
mate PACKED 
ti mono WITH 

SAFETY 
CAMPAIGN 
PLANS 
AND 
IDEAS 


Contains detailed explanations of: How 
to plan a safety campaign e How to 
use the House organ for safety e How 
to use the suggestion box for safety e 
How to run a safety contest e Safety 
novelties, gimmicks and ribbons — and 
many others. 














This book is endorsed and acclaimed 
by Safety Directors in Detroit’s leading 
industrial plants. 


Write for your copy Now! 








ORGANIZATION SERVICES 
10200 Grand River 
Detroit 4, Michigan 
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Coppus Airplane Type 
Heat Killer® 


cools large 

areas — 
restores 

efficiency 


Steel mills, drop forge 
plants, foundries and other 
plants with hot working 
conditions find this Cop- 
pus Heat Killer increases 
worker efficiency . . at 
reasonable cost. A single 

a pS. .. fan cools large areas. 


HEAT KILLER on the job Other types also avail- 
in drop forge plant, able for cooling furnaces, 
electrical equipment, for 
driving out gases, drying 
out products, drawing out 
ANOTHER fumes. Write now for de- 
tailed information. COP- 
PUS ENGINEERING COR- 
PORATION, 306 PARK 
AVENUE, WORCESTER 2, 
- MASSACHUSETTS 
it ON” PROL 
“BI UE RIBB 
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Model 41 Unconditionally Guaranteed 


eliminate switch failures ~~‘ with 
THE SWITCH THAT'S always & READY 


Pampered in production to withstand abuse in use, the 
Levolier® #41 switch retains its positive action even after 
hundreds of thousands of pulls. It is unconditionally guar- 
anteed against failure in lighting circuits. Its one-piece 
molded phenolic case insures better insulation, makes wir- 
ing easier. Removal of the mounting nuts lets the mechanism 
slip out, exposing terminals. A 6 amp “T” 125 volt switch, 
it is only ¥g” x 1344” x 14%”. Ideal for indivicual control of 
lighting fixtures. f 


YOU CAN DEPEND ON 


No. 49-A 


gee 
¥ S Send for 
< FS 


ae ee MGILL 


QUALITY 
McGILL MANUFACTURING CO., INC. $50.8. Campben st 


* Valparaiso, Indiana 
Circle No. 88 on reader service card 


89 





“The public F. 


D. has a job, too”’ 





of a particularly knotty fire 
protection problem. 

Public firemen should be 
kept familiar with what fire- 
fighting equipment is main- 
tained at every plant, and with 
where that equipment is lo- 
cated. Then, if a fire breaks 
out during a week-end or holi- 
day shutdown, the public de- 


partment can make use of the 
equipment quickly. The bri- 
gade chief’s name, or the name 
of his assistant chief, should 
be posted close to every major 
fire appliance in the plant; 
this allows the public depart- 
ment to call a responsible offi- 
cial promptly, and to obtain 
his invaluable advice. 








Du Pont PRO -TEK keeps irritants 


from reaching the skin! 


Protect workers’ hands, save production time with 
this heavy-duty hand cream developed by Du Pont 
especially for factory use. Du Pont PRO-TEK 
shields hands and arms against grease, grime, paint 
and insoluble cutting oils. Workers simply rub 
PRO-TEK on before job. Then at wash-up off 


“ e° “ 
Invisible gloves 


guard hands against: 


® GREASE * GRIME 
®* STAINS ® PAINT 


come grime and irritants along with the PRO-TEK. 


Even paint washes off in plain water! 


PRO-TEK saves job time, maintains efficiency, 
boosts morale. Order from your supplier, or write 
E. I. du Pont de Nemours & Co. (Inc.), Wilming- 


ton 98, Delaware. 


Better Things for Better Living 
-  » through Chemistry 


&E6.u. 5. pat. OFF 
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Since cooperation is a two- 
way affair, the public fire de- 
partment has a job to do also. 

In Cleveland—as an exam- 
ple of what the public fire de- 
partment can do—we started 
a campaign as long ago as 1942 
to organize a fire brigade in 
every industrial and import- 
ant commercial establishment 
in the city. 

Since then, we have tried 
constantly to arouse the inter- 
est of management in form- 
ing and maintaining trained 
brigades. At present, there are 
208 brigades reported in 
Cleveland. 

Whenever possible, we have 
instructed brigade men right 
at our own fire stations as well 
as in their plants. The best 
results, however, have been 
obtained when the brigades 
have been taught at the plants, 
where they have the tools that 
will be available to them in 
case fires actually take place. 

One last note: the training 
we can give has little value if 
the brigade holds no periodic 
drills. e e 





Accidents Slashed 
75% by Niagara Falls 
Public Works Dept. 


Although the Niagara Falls, 
New York, Public Works De- 
partment last year did a rec- 
ord volume of paving, its 
street repair division slashed 
its accident frequency rate by 
75% from that registered in 
1953. 

How? According to Ulysses 
S. Grant, city safety director, 
the reduction was due to in- 
creased “safety consciousness” 
among workers. That “safety 
consciousness” was the prod- 
uct of improved safety super- 
vision by foremen, more thor- 
ough on-the-job training, and 
liberal use of safety talks and 
films. 

Days lost as a result of acci- 
dents dropped from 423 in 1953 
to 149 in 1954. The frequency 
rate fell from 40.6 to 10.1 in 
the same time. e e 
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COMPENSATION 








Union-Backed Bill 
Introduced in Maryland 


A BILL endorsed by the Industrial Union Coun- 
cil, CIO, has been introduced in the Maryland 
legislature which would increase minimum 
compensation benefits from $15 to $18 and 
maximum benefits from $35 to about $40. 

Also included in the bill is a provision in- 
creasing funeral allotments from $300 to $500 
and creating a monopolistic state fund, barring 
private insurance companies from the compen- 
sation field in Maryland. 


Georgia Liberalizes 
All Compensation Benefits 


GEORGIA ENACTED legislation effective February 
21, 1955, to increase workmen’s compensation 
benefits: 

(1) Maximum payable for total disability, 
from $24 to $30 a week; limit, from $8,400 to 
$10,000. 

(2) Minimum payable for total disability, 
from $7 to $10 a week. 

(3) Maximum payable for partial disability, 
from $15 to $20 a week; limit, from $5,000 to 
$6,000. 

(4) Allowance for burial expenses, from $225 
to $350. 

(5) Maximum for medical, surgical, hospital, 
and other treatment, from $500 to $1,125. 

(6) Additional treatment beyond that cov- 
ered by item (5), from $250 to $375. 

(7) Percentage used for computing compen- 
sation, from 50% to 60% of average wages. 

(8) Period for compensation for total disabil- 
ity, from 350 to 400 weeks. 

(9) Period for compensation for partial disa- 
bility, from 300 to 350 weeks. 

(10) Period for computing benefits in death 
cases, from 300 to 400 weeks. 


Arkansas Rejects 
Any Benefit Increases 


THE ARKANSAS legislature, which has voted 
down numerous tax increase proposals, also has 
defeated a bill designed to provide across-the- 
board increases in workmen’s compensation 
benefits. The bill would have extended the 
period for payments from 450 to 500 weeks, and 
raised the maximum weekly benefits from $25 
to $30. 
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PLY CLIMBER 
FF OD csectric on air 


WEIGHT. ..175 lbs. 
LIFT...150 ft. 
Drum capacity 150 ft. 5/16” cable. A+ 
OVERALL DIMENSIONS 
17” wide x 32” long x 56” high. 
SPEED...20 ft. per min. 


MOTOR ... 3/4 HP. 
General Electric-Sterns brake. 
On Display 
Western Plant 
Maintenance Show 
Los Angeles Booth 501 “Su 








STEEL TUBING FRAME 
METAL KICK-BOARD 


PLYWOOD FLOOR BOARDS 


PAYLOAD... 


400 lbs. perunit §ALES « RENTALS SERVICE 
IN ALL PRINCIPAL CITIES 


ALBINA ENGINE & MACHINE WORKS 


2100 N. ALBINA AVENUE + PORTLAND, OREGON 
Circle No. 92 on reader service card for more information. 


Got a DUST PROBLEM ? 
SOG 


YOU NEEDA... 


DUPOR No. 46 


U. S. B. of M. APPROVED RESPIRATOR 





Big 46 sq. in. filter guards 
against all toxic or poisonous 
dusts. Guards against pneumo- 
coniosis or silicosis producing 
dusts. Full panorama visibility. 
Can be worn with goggles or 
glasses. Maximum protection 
at economical low cost! Order 
sample today, $3.25 postpaid. 


H. S. COVER, SOUTH BEND, IND. . 
“Respirators for Industry since 1894” 
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RIGHT OFF THE DOCKET 


Contributory Negligence 
Defense Against Liability 


LYLE WAS a section hand for the Bangor and 
Aroostook Railroad Company. Among his duties 
was keeping the car house clean and lighting 
and tending fires. Containers of gasoline and 
kerosene were customarily kept in the car 
house, and Lyle knew it. 

On the day in question, a hot fire was burning 
in the stove in the car house. Without any 
warning, Lyle suddenly seized a container of 
kerosene and dumped it on the fire. There was 
an immediate explosion and Lyle was seriously 
burned. 

Lyle sued to recover damages from his em- 
ployer under the Federal Employers’ Liability 
Act, claiming that the railroad was negligent 
in furnishing a highly explosive fuel for the 
fires. 

The court did not agree. Lyle, himself, it said, 
was the only party negligent and it was his neg- 
ligence alone which caused his injuries. The 
fact that the railroad paid Lyle’s hospital bills 
did not constitute an admission of liability on 
the employer’s part. 

Claim disallowed. 

Lyle v. Bangor & Aroostook Railroad Company: 
Maine Supreme Judicial Court, December 6, 
1954. (110 A.2d 584) 


When Is a Fight 
In the Line of Duty? 


ARE FIGHTS between employees occurring in the 
plant compensable if they are personal in or- 
igin? The Ford Motor Company thought that 
was the case when one of its supervisory em- 
ployees fought with his assistant. 

Cierpial was assigned to supervise a new 
worker. It wasn’t long before the new employee 
and Cierpial’s assistant were in a heated argu- 
ment. Cierpial told his assistant to let the em- 
ployee alone and get back to his own work. 

There was an exchange of profane language 
between Cierpial and the assistant. A fight en- 
sued. The skirmish was stopped by some of the 


other workers. About five minutes later, Cier- 
pial was again struck by his assistant. 

Cierpial’s employer claimed the fight was 
personal and completely unrelated to the em- 
ployment. 

But the court concluded that while Cierpial 
was not a foreman, he had been charged with 
the duty of general supervision of the work in 
his immediate vicinity. He had injected himself 
into the argument between the new worker 
and his attacker to prevent interruption or in- 
terference with the work to be done. And apart 
from his supervisory capacity, said the court, 
his intervention to terminate a fight between 
co-employees would normally be of service to 
his employer and within the implied line of 
duty. 

Claim allowed. 

Cierpial v. Ford Motor Company: New Jersey 
Supreme Court, December 6, 1954. (109 A.2d 
666) 


Was the Injury 
Personal or Compensable? 


THE LIFE of a bill collector is a tough one indeed. 
An irate motorist made trouble for Mr. Augelli, 
and a New Jersey court had to determine 
whether the incident arose out of the employ- 
ment. 

Augelli was employed by a credit clothing 
store, and he was busy from morning to night 
collecting bills. His work took him to the homes 
and places of business of his employer’s ac- 
counts. His son often helped him with his work. 

Four or five weeks before his injury, Augelli 
was parked in his car waiting for his son to re- 
turn from collecting a bill. The son returned, 
and Augelli started to back his car out of the 
driveway in which he was parked. 

As he did so, a horn sounded. Augelli mo- 
tioned for the car, which had stopped at the 
entrance of the drive, to let him proceed. The 
driver started up very slowly, and Augelli then 
blew his horn a few times. 

When the driver got to a traffic light, he stop- 
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-..in the stable, yet this one 
is the favorite. 


Favorites are made by top performance, 
whether they are horses or steel toes. 


All of our 19 styles of austempered steel 
toes are thoroughbreds, each one precision- 
built from the finest high carbon steel. 


Out of our stable of steel toes WINGUARDS 


are the top performers. 


Safety Box Toe Company 
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THE NEW 


SOUNDVIEW 


PS-65 F 


It's the smallest 


.. the lightest 
.: the most versatile 


... the most reliable 
.. the brightest 


... and the easiest-to-operate 500 watt (WITH BUILT- 
IN PUSHBUTTON CONTROL) projector you can buy. Aft 
any Price! For filmstrips and 2 x 2 slides. 

And, SOUNDVIEW is priced amazingly |-o-w. 


WRITE TODAY FOR FREE LITERATURE! 


AUTOMATIC PROJECTION CORP. 


282 7th Avenue, New York 1, N. Y. 
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reported by plant managers, 
after installing tests to make 
sure each employee’s eyes 
are working efficiently 
TOGETHER. 


20% reduction in spoilage 14% increase in produc- 
tion .. . 45% saving in training costs .. . less 
absenteeism. 


These employers have found that NC 
plant can afford workers with UNHAPPY \ 
EYES. Mail the coupon for details. 1 


: KEYSTONE VIEW CO., MEADVILLE, PA. 

Send booklet telling WHAT PLANTS 

HAVE ACCOMPLISHED WITH VISION 
SCREENING. 


> GMeeme)....... 








ped, walked back to Augelli’s car, and said, 
“That’s my car up there.” 

Augelli replied, “Well, get in it and drive.” 

Four or five weeks later Augelli was making 
a collection in the same neighborhood when the 
driver of the car came up to him and reminded 
him of the incident. When Augelli turned to 
leave, the other man struck him from behind, 
causing the injuries for which Augelli sought 
compensation. 

It was the employer’s contention that the dis- 
pute was completely unrelated to the employ- 
ment and that the lapse of time made the subse- 
quent assault a personal one. 

The court did not concur. It said that Augelli’s 
car was being used in the employer’s interest at 
the time of the dispute. Further, the fact that 
Augelli was irritated at the driver’s conduct and 
was prompted to blow his horn was not suffi- 
cient to make him the aggressor. The lapse of 
time, the court went on, did not break the chain 
of events so as to take Augelli’s claim out of the 
protection of the compensation act. 

Claim allowed. 

Augelli v. Rolans Credit Clothing Store: New 
Jersey Superior Court, Appellate Division, No- 
vember 18, 1954. (109 A.2d 439) 


It May Be Costly 

To Be a “Good Joe” 

BEFORE WILLY GUEST could be awarded compen- 
sation, the Supreme Court of North Carolina 
had to pass on whether the act which caused his 
injury was brought on by his being a “good Joe” 
or was a benefit to his employer. 

Willie and another employee had been sent 
by their employer to change two flat tires on a 
company truck some distance away. In order 
to inflate the repaired tires, they had to take 
them to a nearby filling station. The owner of 
the station permitted them to use the air hose 
to fill the tires. 

Before finishing the job, Willie was asked by 
the station owner to help push a customer’s car. 
Willie assented and helped push the car from 
the driveway of the filling station onto the high- 
way. It was late evening, raining, and the vis- 
ibility was poor. When the car was less than 50 
feet from the station, another car, approaching 
from the rear, ran into it. Willie was crushed 
between the two automobiles. 

The employer charged that Willie and the 
other employee were not in the course of their 
employment when the accident occurred. He 
said he did not send them out to push a stalled 
automobile, but simply to repair the flat tires 
on the company truck. 

The court, however, pointed out that Willie 
and the other worker were not customers of the 
filling station. They asked for and received 
permission to get free air. The assistance ex- 
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tended by the filling station operator was for Powdere 

the employer’s benefit, and Willie was in the Soap 
course of his employment when he received it. 

The courtesy Willie extended in return should Liquid EVERY TYPE OF 


also be in the course of the employment. Be- 

sides, said the court, Willie had not finished in- Soap SKIN CLEANSER 
flating the tires when the request for aid was 
made to him; so he would have reasonable 
grounds for believing that if he refused to ren- 


der it the filling station operator might also = 
refuse the further use of the air hose. i 0 0 
Claim allowed. 


Guest v. Brenner Iron & Metal Company: 


Supreme Court of North Carolina, February 4, Tirelalthiclaitla-s Mell Miala-t-M ice] Meee ha] 
1955. (85 S.E.2d 596) 








material to finished product! 


GEM, 
Re 
ra. ws . A Specialized Soap to Meet Every 
oy AN Type of Plant Requirement! 
Osteomyelitis Often Makes 


r Whether for light, heavy or extra heavy duty, for 
A Tricky Legal Problem ae eipellen 7 to 


general plant or office use, or to solve specific 
Howarp Robertson, a truck driver, thought it cleansing problems, our more than 40 years of 
was unnecessary to see a doctor immediately experience in serving industry is at your service. 
following his injury. As a result, a court had to Your inquiries will receive prompt and intelligent 
determine the validity of his claim for compen- attention! 
sation. 


Robertson worked for Dewey Amyx, a gravel 


hauler. On September 16, 1953, the truck Rob- LIGHTFOOT SCHULTZ COMPANY 
ertson was driving collided with another gravel 


Continued on page 104 


380 MADISON AVENUE NEW YORK 17, N. Y. 
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tests Prove NEW U.S. ACID-X 
OUTWEARS ORDINARY PROTECTIVE CLOTHING 
MANY TIMES OVER! “US. 


For these aprons, overalls, jackets, hats provide so 
much better acid-resistance than ordinary acid-resistant 


apparel. Not only strong and sturdy, but generously 
cut, they give comfort all day. 





ACID DIFFUSION TEST 
US.ACID-X  °**) o—" USACID-X Sst. comperrrive 


MATERIAL 


WHITE FUMING NITRIC ACID TNT. Mix 
NO OIFFUSION - 17 hes. OIF FUSED - 25min. NO OIF FUSION-I7 hes OIFFUSED -25 min. 


98% SULPHURIC ACID 377% HYDROCHLORIC ACID 
NO OIFFUSION-IThes. DIF FUSED- 1% he. NO DIFFUSION- 17 hes. OIFFUSED-// te 17 bes. 














The above shows the comparative 


INOUSTRIAL action of acid on U. S. Acid-X cloth- 


ing and ordinary protective clothing. 


“SRAUNSTERS —— 


UNITED STATES RUBBER COMPANY © rockereier CENTER, NEW YORK 
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SUMMERTIME WAGES 
OF THE MAN WHO 
NEVER COMES TO WORK! 


When the mercury climbs towards 100°, production slows 
down, efficiency drops, and workers tire quickly. It may take 
10 men to do the work of nine ... and you pay for that miss- 


ing man! 


StaSafe Koolpads, costing only pennies, can turn that labor 
loss into a production profit. Koolpads cut idle time to a mini- 
mum by soaking up tremendous quantities of sweat. In fact, tests 
prove that Koolpads absorb nearly 6 times their weight in water. 
This high absorbency virtually eliminates production ‘“‘time-outs”’ 
to mop brows and wipe glasses. Men work without frequent, 
profit-robbing “heat slowdowns.” As you know, improved 
efficiency always means higher production and greater profits. 


And don't forget that Koolpads are economical . . . they can 
Write today for a FREE & P y 


be rinsed and washed in seconds for use over and over again. 





sample Koolpad. You will 
be surprised at the ab- 


eubateent eee Mabe STANDARD SAFETY EQUIPMENT COMPANY 
weight, low-cost profit- 232 WEST ONTARIO STREET CHICAGO 10, ILLINOIS 


savers. NEWARK 4, N. J. CLEVELAND 10, OHIO LOS ANGELES 16, CAL. 
597 BROADWAY 855 EAST 152nd ST. 2952 CRENSHAW BLVD. 


ee? el 
There's A HOOD GLOVE For Every Job 


~ 


\ 


<€ 





\ 
4705 * 
NEOPRENE COATED 


Heavy-Duty yet 
Flexible 


PV-96 R43 
PLASTIC COATED Sy NATURAL RUBBER 


Liquid Proof, 


Standard Weight, 
Natural Fit Fingers andar eig 


Curved Fingers 


makes all types of work gloves — knit wrist, gauntlet, mitten. 


m 3s 
HOOD RUBBER CO., Watertown, Mass. shows he nicht 


a division of the B. F. Goodrich Company glove for EACH job. 


RUBBER - NEOPRENE - PLASTIC COATED INDUSTRIAL GLOVES 
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HARKINS ORIGINAL 
GIANT SAFETY BANNERS 
STILL THE BEST 


Long years of experience 
and “know-how” are still the 
prime factors in business. L. 
G. Harkins, President of the 
L. G. Harkins Company of 
Pittsburgh, Pa., has over 30 
years experience as a man- 
agement consultant and has a 
national reputation as an ex- 
pert on industrial safety. 

Mr. Harkins heads an or- 
ganization whose executive 
staff has a combined expe- 
rience of 167 years in the high- 
ly specialized field of creating 
and producing effective acci- 
dent control programs. They 
also create result-producing 
programs on quality and 
waste control. 

The Harkins Company was 
the first to realize the terrific 
IMPACT of Giant Banners 
and effectively apply them to 
accident control programs. 

Several times, since they 
have been producing their 
Giant Banners, competition 
has appeared but within a 
year or two has faded, each 
time leaving them in better 
position. 

Mr. Harkins says, “This is 
due mainly to the superior 
composition, lay-out and color 
combinations of our Giant 
Banners plus the fact we have 
over 400 different banners 
available for immediate ship- 
ment. These banners cover 
specific safety, as well as gen- 
eral safety awareness. 

“We do not try to persuade 
our accounts to buy a general 
package program but urge 
them to PICK & CHOOSE and 
schedule shipment of our 
Giant Banners that apply to 
their current problems. This 
system is hard on competition 
as it requires tremendous 
stocks and heavy capital in- 
vestments.” 





NOTICE 
Write to: 


L. G. HARKINS & CO. 
200 MAGEE BUILDING 

PITTSBURGH 22, PA. 
for complete catalog of 
Giant Banners available 
on PICK & CHOOSE basis. 





IT WILL PAY YOU TO 
LEARN THE... 


A B Cc 


requires cooling must be blanketed takes a non-con- 
and quenching or smothered ducting agent 








SODA-ACID 


Solution of bicar- 
bonate of soda, 


with sulphuric acid 








CARBON DIOXIDE 
Carbon dioxide gas 
held under pressure; 
gas carries 6-8 feet 





DRY CHEMICAL 


Chemically treated 
bicarbonate of 
soda, with carbon 
dioxide 








FOAM 
Bicarbonate of 
soda and aluminum 
sulphate in solution 





VAPORIZING LIQUID 

Solution of carbon 
tetrachloride and 
other chemicals 








GAS CARTRIDGE 
Plain water, ex- 
pelled by carbon di- 
oxide gas held un- 
der pressure 








PUMP TANK 
Plain water, ex- 
pelled by a small 
built-in hand pump 
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Fires involving ordinary materials such as 
paper, cloth, wood 


nee oe 


as kerosene, paint, alcohol 


C L A S § Fires involving electrical equipment, wiring, and 
controls 
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fasy on the Fingers £ 


for holding ‘ 
% STEEL STAMPS 
* CHISELS 
% OTHER HAND TOOLS 


\ _ “Luminum-Line” 
y /~ ADJUSTABLE 


HAND TOOL 
HOLDER 


Keep precious 

fingers safe from off-angle 

hammer blows. Just place the hand tool 
in the holder and hammer away—with 
greatest possible safety. Three sizes 
available for tools 4"’ to 14" square. 


Write for Catalog 100 


1057 CHATEAU STREET, PITTSBURGH 33, PA. 
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They will stop intake or exhaust noises from pl | 
air, steam or gases. \ ‘ MAM, | 
They are engineered to effectively correct \' Wy 
your specific noise problem. 
They are available with such plus values as: 
spark arresting—air cleaning—surge control 
—heat recovery—water separating, etc. 

Send us your specifications 


for recommendations 
— no obligation 


BURGESS-MANNING COMPANY 


Sound Enginucring 771 East Park Avenue, Libertyville, IIlinois 


Branch Offices: Dallas : Chicago 
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TOP NOTCH 


INDUSTRIAL FOOTWEAR 


more comfort ¢ less fatigue 
fewer accidents 


INDUSTRIAL BOOT 


With or without 
steeltoe, black 
ribbed leg boot 
with DURATEST 
non-skid design 
outsole. 


WORKIN 


Net lined all black 6” 
work shoe with non-skid 
DURATEST outsole. 
Steeltoe or plain. 


BEACON FALLS RUBBER FOOTWEAR, BEACON FALLS, CONNECTICUT 
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Book Shelf 


First Aid for Electric Shock. 
John de Graff, Inc., 64 W. 23 
St., New York 10, N. Y. This 
13% x 22” display card con- 
tains step-by-step instructions 
on how to aid individuals who 
are or who have been in con- 
tact with live electric conduc- 
tors. Several illustrations on 
this red and black poster show 
proper methods of pulling vic- 
tim away from contact with 
current, proper positioning for 
artificial respiration, and 
method of administering arti- 
ficial respiration. Price: 50c. 








Flammable Liquid Trade 
Name Index. National Fire 
Prevention Assoc., 60 Battery- 
march St., Boston 10. 82 pp.; 
$1.25. Flash points of more 
than 2,400 flammable liquid 
trade name products are in- 
cluded. Each product is iden- 
tified as to uses, manufac- 
turer, and source of informa- 
tion. The book aims at assist- 
ing in safe storage and use of 
flammable liquids. 





Health Maintenance for 
Greater Efficiency. U.S. Gov- 
ernment Printing Office, 
Washington 25, D. C. 54 pp.; 
20c. The booklet goes into the 
cost to American industry of 
absenteeism resulting from 
sickness and accidents, and 
proposes ways of starting a 
sound health program in the 
small plant. Its basic idea is 
stated in one sentence: “Keep- 
ing people well, rather than 
just healing the sick, is an es- 
sential approach to our health 
problem.” 





Hot Sticks. A. B. Chance Co., 
Centralia, Mo. 162 pp.; $2.50. 
This is a manual on high volt- 
age line maintenance. It dis- 
cusses operation and care of 
hot line tools, training of 
crews, and 21 basic hot line 
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tool jobs. All jobs mentioned 
are well illustrated; proce- 
dures are set out step by step. 
Voltage ratings of the job pro- 
cedures range from 5 kv to 
287 kv. 





Industrial Ventilation Man- 
ual. American Conference of 
Governmental Industrial Hy- 
gienists, Box 453, Lansing 2, 
Mich. 3rd edition; $3.00. Tech- 
nical information and draw- 


ings, arranged in simple and 
easily understood form, cover 
a wide variety of subjects 
from general principles of 
ventilation to specific ven- 
tilating hood designs. Me- 
thods of testing ventilation 
systems are outlined. The 
manual is intended for prac- 
tical application; detailed dis- 
cussion is avoided. A biblio- 
graphy is supplied for more 
intensive study in any partic- 
ular ventilation field. 





NO. 12 
| SLEEVE BAG 


BAG 
NO. 11 
COMBINATION 
GLOVE & SLEEVE 


2'AS BODY BELT 


R SERIES SAFETY STRAPS 


NUT & BOLT 


LENGTHEN Your LIFELINE 


with Willer 


THE MILLER 
ADJUSTABLE CLIMBER 


NO. 6119 
4ES MAINTENANCE MAN’‘S BELT 


NO.6 7 8 





\Y NEVER-SLIP PLIER GRIPS 


New, colorful catalog 


DON’T RISK IT... 
MILLER IT! 


showing complete line 
will be sent upon request 
EQUIPMENT CQO., INC. 


FRANKLIN PENNA 
IN CANADA: SAFETY SUPPLY CO., TORONTO 


Circle No. 105 on reader service card for more information. 











And Sudden} 
% Injury 


Poor FIRE-FIGHTING techniques 
by the plant fire brigade left 
one Philadelphia man dead 
and 18 in critical condition 
when a flash fire swept a lin- 
oleum manufacturing plant. 

The fire started in a spilled 
pool of oil. The brigade put 
in an immediate call for the 
city fire department, then 
went to work on the blaze. 

“We were in a doorway 
shooting foamite through 
when a tank blew up,” one 
worker reported. “It knocked 
us all down. The next thing 
I remember is men running 
around with their clothes on 
fire.” 

His memory was accurate. 
Contrary to every principle of 
oil fire-fighting, the brigade 
failed to keep a 1,000-gallon 
oil tank close to the original 
fire cooled with water 
streams. This second tank ex- 
ploded, flung burning oil over 
the 19 victims. 

City firemen arrived within 
minutes and kept the fire from 
spreading further by cooling 
down other nearby tanks. 

Chief Ferdinand Boehmer, 
Cleveland Fire Department, 
makes a special point in his 
article in this issue of saying 
that “when groups of tanks 
stand in the fire area, it is im- 
perative that tanks close to the 
fire be kept cool.” e e 





So many readers have requested 
quotations on reprints of “ .. . 
And Sudden Injury” photo- 
graphs in numbers over 50 that 
we now are listing the figures 
here: 1-19 copies, 15 cents 
each; 20-49, 12 cents each; 
50-99, 10 cents each; 100-499, 
7 cents each; 500 and over, 5 
cents each. Please send pay- 
ment with order. 
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NEW Reliable Product 
from an OLD Reliable Firm 


Better Buy Hi-Dri 
...for a better buy ! 


WAVERLY 











FOR SAFE, CLEAN, 
LLMs OIL-FREE FLOORS 


—— 
IT’S A BETTER BUY and HERE’S WHY: 
New Hi-Dri...high in QUALITY ! 
New Hi-Dri... high in ABSORPTION ! 
New Hi-Dri...high in VALUE! 
New Hi-Dri... high in COVERAGE ! 


We'd like to TRY WAVERLY HI-DRI, so send a 
WAV ER LY free sample and literature without obligation to: 


Petroleum 
Products 
Company 


Individual _ 


1724 Chestnut Street 
Philadelphia 3, Pa. 


SINCE ia 
1880 


Company __ 
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McDonald 
DUSTFOE Airline 


RESPIRATOR 


Approved for eres 
-olonge ods 
[over Pr armiul or objec- 
atmospheres con- 
elding or cutting 
aint spray vapors, 
onal from burning metals 
and toxic dust. % 
i ion 
foe facepiece cus , 
apie a comfortable apt 
ig ht fit with a minimum - 
jajustment —can be wor 
under welding helmet. 
li 
11, compact, . t 
i$ Does not am weed 
vision. Non-kinking air — 
—air flow control va “s 
easily adjusted for prop 





flew to wearer. 
Write for Bulletin 
and Prices 


BFS Dna 


Manufacturers & Distributors of 
Industrial Sayea Clothing & Equipment 


5721 West 96th St., Los Angeles 45 
Other Offices in San Francisco and Houston 


Circle No. 107 on reader service card. 
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AWARDS: 


Sylvania Electric Products, 
Inc., has been awarded a cer- 
tificate by Occupational 
Health Institute for providing 
employees with “the best kind 
of constructive health service, 
aimed at keeping workers 
well and reducing accidents 
and disease.” 


Safety awards representing 
over 2,500,000 man-hours with- 
out a lost-time accident have 
been presented to the Louis- 
ville, Ky., plant of B. F. Good- 
rich Chemical Co. Four awards 
came from the Louisville 
Safety Council; a fifth, from 
company President J. R. 
Hoover. The last disabling in- 
jury at the Louisville plant oc- 
curred September 3, 1953. 


af “ PB 

EE j fe WING OF 

af Wasnt vor ™ 
i wp Cc 


t Ne 


ee 
Be. ese 
a SONS INC. 


FIRST PLACE award in the large brew- 
ery classification of the United States 
Brewers Foundation’s 1954 safety 
contest went to Miller Brewing Co. 
Miller had a record of 3.90 disabling 
injuries per million man-hours, re- 
gained the title it had won during 
three of the four preceding years. 


An Award of Merit has gone 
to Synthane Corp. for estab- 
lishing a safety record of 89% 
better than the average for 





WHO’S READY NOW? 


Do you have the protection of a 
SAUNDERS’ SNAKE BITE KIT? Are 
you always ready just in case? The 
SAUNDERS’ KIT has the only venom- 
suction pump with a guarantee . . . does 
not have to be lubricated in the field... 
no glass to break. The only pump with 
three sizes of adapters . . . easier to use, 
less discomfort to patient. Accepted for 
advertising in publications of A.M.A. 
Order from your 
MSco distributor 
today or write 

for data. 


MEDICAL SUPPLY COMPANY 
Rockford, Ill., In Canada, it's Safety Supply Co, 


Circle No. 108 on reader service card. 





SELF-STICKING SIGNS 


A complete line of Self-Sticking Accident 
Prevention Signs in wordings and sizes rec- 
ommended by ASA and NSA is now avail- 
able from the W. H. Brady Co. Stocked in 
sizes 5x14", 34%"x14", 3%"x10", 5x9", 
244"x9" and 2%"x42". Stick to any sur- 
face. Are put up fast by unskilled help with- 
out nails, screws, tools. Write for 16-page 
Catalog No. 145-C and free usable samples. 


ar Burming Liguids, 
Garniine, Ot, Paint ond 
Electrical Equipment 


Another Brady product, Self-Sticking Warn- 
ing Stripes and Warning Checks in rolls, lets 
you mark any area fast with either diagon- 
ally striped designs or checkerboard designs. 
Applied right off the roll. Eliminate costly 
hand painting. Made of self-sticking vinyl 
plastic, acetate fibre and reflective “Brady- 
lite.” Stocked in 3 different color combina- 
tions in rolls of various widths and lengths. 
Write for Bulletin #143-A and free samples. 
Manufacturer: W. H. BRADY CO. 

748 W. Glendale Ave., Miwaukee 12, Wis. 
Circle No. 109 on reader service card. 
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Combines utmost protection 
and style. Exclusive patented 
features found in no other hat. 
Write for Free Sample 
or Order Direct from us 


‘15.00 dz. 


CHIC MAID HAT MFG. CO,, Inc. 
620 HIGH STREET 
BUFFALO 11, N.Y. 


Circle No. 111 on reader service card. 





NOW AVAILABLE 


‘“GLO-GLOVS”’ 


IN PAIRS -for 
WORK or DRESS 


Positive protection 
for night workers, 

i drivers, police, etc. 
“Glo-Glovs’’—by the 
pair — in horse-hide 
(dressier gloves with 
patented ee 
(R) on back of both) 
— or lifetime mule 

& skin work-type gloves 
with reflective fabric 
on back of left glove 
- alone. Washable, dur- 
able, pliable — 300- 
yard visibility. 


$2.50 


PAIR 
plus tax 


Manufactured by the makers of ‘“Glo-Tex” 
reflective fabric — and ‘“‘Glo-Streamers” for 
moving equipment. 





WRITE NOW—RIGHT NOW .. . to order— 
or for quantity and dealer discount information. 





Glo-Safety Products, Inc. 


612 CARLAWAY 
JA JOLLA, CALIFORNIA 


Circle No. 113 on reader service card. 
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the plastics industry. The 
award climaxed the firm’s 
25th anniversary year. 


Congratulatory telegrams 
poured in on Tide Water Asso- 
ciated Oil Company’s Avon re- 
finery this spring when the 
plant completed a record of 
4,000,000 man-hours without a 
lost-time accident. The period 
began November 1, 1953. 


ACHIEVEMENTS: 


Kelly Air Force Base ran up 
a total of 57,000,000 man-hours 
without a lost-time accident 
during 1954. Col. Leigh H. 
Hunt announced that “every 
man, woman, and child in San 
Antonio would have to work 
a 40-hour week for three 
weeks without a single lost- 
time injury to equal the re- 
cord.” 








YOU CAN’T FALL 
lt’s a Life Saver 





IT LOCKS—IT HOLDS 
SAFETY DEVICE FOR LADDERS 


Prevents death and injuries 
from falling. 


Inexpensive: Easy to install. Clamps to ladder 
—_ or structures with peg steps or frame- 
work, etc. No welding or cutting. 
Automatic: Positive. ill catch workman if 
he starts to fall even if unconscious. 
Simple to operate: No upkeep. Requires no 
attention from climber. 
Notched rail hot dipped galvanized. Entire 
equipment rust and corrosion proof. 
In use throughout country and abroad for 
approx. 6 years. 

Patented. Manufactured only by 


SAFETY TOWER LADDER CO. 
1024 Burbank Blvd. P O Box 1052 
BURBANK: CALIFORNIA 
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SAFE Drivers 
Pay DIVIDENDS 


and you can improve their record 
through the simple expedient of es- 
tablishing a Safe Driver Awards Pro- 
gram. Your company’s emblem be- 
comes a warm handshake for the 
driver through public RECOGNI- 
TION of his capabilities and loyalty. 

If you have not already worked 
out an awards program, our free bro- 
chure will provide you with all the 
necessary detail, or we will be glad 
to send a representative to see you 
and set up a program. 

Our specialized art department will 
create an awards emblem that will 
immediately identify your product 
and symbol. Our advice and design 
are free. 

May we suggest that you fill in and 
mail the coupon below to get your pro- 
gram off to a quick and efficient start. 


Fill out the attached coupon and 
mail it today to: 


METAL ARTS COMPANY 


742 Portland Avenue ® Dept. No. 9 
ROCHESTER 8 NEW YORK 


METAL ARTS COMPANY ® Dept. No. 9 
742 Portland Avenue @ Rochester 8, N. Y. 


Please check the following: 


C) 1 am interested in the free Brochure 

C) | would like your representative to call 

CL) |! would like more information about 
your free planning and ort service. 


Name 
Title 
Firm 
Address:.. 


City, Stote:... 


Circle No. 26 on reader service 
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WRITE FOR YOUR DISTRIBUTORS 
NAME AND OUR COMPLETE 
CATALOG OF HEAD AND EYE 


SAFETY EQUIPMENT 


ABSOLUTE SAFETY—against sparks, flash, dangerous rays. Federal 


Specification Plates. 
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COMPLETE COMFORT—Light-weight, roomy, adjustable, cushioned 


headgear; spring pivot for easy raising and lowering. 


YOUR DOCKSON DISTRIBUTOR, a selected specialist, stocks a 


complete line of Dockson Products to give you fast service and 


personal attention. We back our distributors 100%. 


CORPORATION 


\CH 
3039 WABASH * DETROIT 8, MIC 


115 on reader service card. 





his employer felt that Robert- 
son incurred any serious in- 
jury as a result of the collision 
although he did bruise his knee 
when thrown from the truck. 

Robertson told a fellow em- 
ployee, his family, and some 
friends about the bruised knee, 
but did not consult a doctor un- 
til his knee became inflamed 
and sore on January 9, 1954. 

Robertson’s trouble was di- 
agnosed as osteomyelitis. Sur- 
gery was performed on Febru- 
ary 15. When Robertson’s cast 
was removed in April, a nerve 
injury was noticed because he 
was unable to raise his right 
foot. The condition, called 
“drop foot,” causes Robertson 
to use a brace to assist him in 
raising the foot. 

Robertson’s employer’ de- 
fended the action on the ground 
that since there was such an 
unusually long time between 
the Robertson’s accident and 
the time he first reported to the 
doctor, he had recovered from 
any accident-caused injury. 

This contention, however, 
was rebutted to the court’s sat- 
isfaction by medical testimony 
and by witnesses who said 
Robertson was troubled by the 
knee constantly after the ac- 
cident until the operation. 

Claim allowed. 

Robertson v. Employers’ 
Liability Assurance Corpor- 
ation: Court of Appeal of 
Louisiana, January 4, 1955. 
(77 So.2d 69) 


The Job May 
Decide Compensability 
THE SuPREME Court of Idaho 
recently had to decide in what 
capacity the employee was 
working when he was injured. 
e Everett H. Hudson, the 
claimant, worked for Max Rob- 
erts as a clerk and bartender in 
the Twin Buttes Bar and Cafe 
of Atomic City, Idaho. Hudson 
also served as marshal of At- 
omic City. 
At the time of the injuries, 





For safety wherever it is necessary 
to raise a man vertically through 
a small opening .. . Bashlin’s High- 
est Quality Cotton or Nylon Web 
Manhole Harness. Will fit any nor- 
mal size man. 

One of the complete Bashlin line 
of Industrial Safety Belts and Har- 
nesses exactly suited to your needs. 
‘The Bashlin line also includes com- 
plete safety equipment for linemen. 


You Can't Afford Anything 
LESS Than the BEST— 
Gag BASHLIN 
Highest Quality For Over 30 Years 
Distributors in Strategic Areas in U.S.A. 


Export: Copperweld Steel International Co. 
In Canava: Bell Electricord & Safety, Ltd., 
Toronto 


Ask for... 
CATALOG NO. 54-S 


W.M. BASHLIN CO. 


GROVE CITY, PA. 
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Hudson was on duty at the bar. 
There were about 18 or 20 cus- 
tomers in the bar when one 
Clyde Gish appeared on the 
sidewalk in front of the bar 
with a rifle. He thrust the 
muzzle of the rifle through the 
front door of the barroom and 
threatened to shoot everyone 
inside. He did, in fact, shoot 
and kill one of the customers 
who attempted to disarm him. 

e Hudson said that Gish was 
acting like a maniac, and was 
raving and waving the gun in 
the air. It was while Hudson 
was attempting to secure a pis- 
tol to protect himself, the cus- 
tomers, and the property, that 
he was shot and wounded by 
Gish. 

When Hudson made his claim 
for compensation, the employ- 
er’s insurance carrier claimed 
that the assault was motivated 
by personal reasons and had 
nothing to do with the employ- 
ment. The defendant also 
claimed that Hudson was act- 
ing in his capacity of marshal 
when he was wounded, not as a 
bartender. 

e The court found that while 
Gish may have had personal 
motives for shooting at Hud- 
son, he also had similar motives 
to shoot others present, but did 
not. 

The fact that Hudson was a 
marshal of Atomic City did not 
alter the employer-employee 
relationship that existed at the 
time of the shooting. Hudson’s 
act was no different than might 
be expected of any other em- 
ployee in a similar situation— 
to protect the customers, the 
property, and himself. 

Claim allowed. 

Hudson v. Roberts: Supreme 
Court of Idaho, May 11, 1954 
(270 P.2d 837) 





Color Code 


Plants in the United States 
located near aircraft landing 
sites must use the brilliant in- 
ternational orange to mark 
tall structures, smokestacks, 
water towers, high tanks, and 
the like. Regulations are set 
by the Civil Aeronautics Ad- 
ministration. 
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YOUR BEST BUY IN 
COATED SALT TABLETS 


ed 


| face seve tere on tiene 


Only HAV-A-LIFT Regulated Salt and Salt & Dextrose Tablets are manu- 
factured in FOUR Disposable Dispensers. The advantages to you are many— 
there is no longer any need to install large disp s in departments— 
HAV-A-LIFT also comes with Dextrose, an added important energy factor— 
HAV-A-LIFT is the only Salt Tablet which has Disposable Dispensers in both 
plain Salt and Salt & Dextrose. 

For all-around ease of operation, HAV-A-LIFT is your best buy in coated 
Salt Tablets. 

Dealers are located in every major city. Write today for our free circular 
and the name and address of the dealer nearest you. 


A. E. HALPERIN CO. INC. BOSTON 18, MASS. 


MANUFACTURERS OF HALCO FIRST AID KITS 
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3 DEPENDABLE AIR OPERATED UNITS BY LITTELL 


NEWEST LITTELL UNIT 
Wins Immediate Approval 


SHEET LIFTER 

for handling 

sheets of steel, 

glass, plywood, 

boxes, cabinets 
BY AIR 


$300 

















5 


VALVES PRES-VAC 

SAFETY FEEDERS 

Blanks are fed to press from 
Ejects parts at a safe distance of 14 inches 


each stroke BY AIR $3500 
of press 7 


BY AIR 








SAVE MONEY * SAVE TIME 
SAVE HANDS + SAVE FINGERS 








Prices F.O.B. Factory 


heen rz 


MACHINE 
co. 
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( Designed for 
w PROTECTION 


Among those admit- 
ted to the Turtle Club 
are these men who 
have been saved from 
severe or fatal injur- 
ies by their hard hats. 


Jack Bond, Winnipeg Hydro 
Electric System, Winnipeg, 
Man., was pulling on a main 
feeder primary wire which 
had burned during a_ bad 
storm when the loose end 
whipped over a_crossarm, . 
drove through his hard hat, ——y peer. 
and caused a head laceration. 51-05 Pants 
Without the hat, Bond prob- 53-15 Hat 


m comfort ably would have been killed. 


wearing for 


sX has a resil- 
ient, contoured {plastic headband Benjamin J. Semse, Kaiser 
that shapes itg@if to the head, Engineers, Richland, Wash., 
ey oS was cleaning an elevator pit 


t's lightweight when several hundred pounds 


n under the hot- 








ts! Tough GEN- 


fats exceed all Federal MAKE YO ij r 
s well as standard 


fectrical and fire tests 


.. FANS SAFER! 
nt to safeguard your S 


Tatts thea GENTEX: PROTECT WORKERS 


the complete story FROM INJURY 


se remarkable safety 
NOW! 


CLOTHING 


can take it! 


Tough — wears like iron, takes endless 

snagging, scraping, chafing and still 
This te é prevents tand, 6 gives full protection. 

and Read bates.’ taode of a Boner Rotproof — not affected by oils or 


fabric, it is washable, mildewproof, chemicals — will not blister, crack or 
non-static and won't interfere with ] 
the normal flow of air. peel. 


es a. ay and sides of Waterproof — made with top quality 


immediate delivery. Write to base fabric, first saturation-coated, then 
coated on the inside as well as on the 
outside with specially blended Neo- 


P prene Latex. 
Many styles — in black, yellow or 


Hunter's green 


Al | Safety Equipment Co. Write for catalog 
Mills, Inc. 83. Howell St. © Rochester 7, N.Y. THE H. M. SAWYER & SON CO. 
450 Seventh Ave. —N. Y. 1, N. Y. Cambridge, Mass. 
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MEN WHO MAKE,PASSES 


Eyegoul 
SHOULD ALWAYS WEAR,GLASSES 


of iron punchings were acci- 
dentally dropped on him from 
a crane. The punchings fell 
60 feet. Samse received many 
lacerations to arms, back, and 
chest, but no permanent in- 
juries. His hard hat deflected 
the punchings. 


@ EyeGard goggles are recognized as the 
finest made for comfort and protection... 
yet they cost no more than ordinary gog- 
gles. There is an EyeGard goggle for every 
requirement in a complete range of styles 
— cover-all and regular. 


Compare EyeGard goggles for welders, 
chippers and grinders with any other gog- 
gles and prove to yourself that it is possible 
to get PREMIUM PROTECTION WITHOUT 
PAYING A PREMIUM PRICE. 


Write Now for Literature and Prices 
AMERICAN INDUSTRIAL SAFETY EQUIPMENT CO. 


3507 LAKESIDE AVE. * CLEVELAND 14, OHIO 
Division of the Burdett Oxygen Co., Cleveland, Ohio 


Victor Wandasan, Walker- 
Moody Construction Co., Hon- 
olulu, T. H., was using an air 
tool below men who were 
stripping metal forms off a 
store ceiling. A 20-lb. form 
fell on his safety hat. Result: 
no injury. 


Standard 50 mm 
round lenses. 


Featherweight rims 
and side shields 


Face-shaped contour 


Anti-fog ventilating 
slots 


Joseph Moore, Fluor Corp., 
Ltd., El Segundo, Calif., was 
walking below a platform 
when a 4-lb. drift pin rolled 
off, fell 20 feet, and hit his 
safety hat. No injury! 


Franklin Marshall, Lehigh 
Portland Cement Co., Fogels- 
ville, Pa., was working below 
three men who were repairing 
a feed pipe; a 14-lb. bolt fell 
on Marshall’s hard hat. There 
was no serious injury. 
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PREVENT DISEASE & INFECTION! gs 
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2 This Reduce 
Your Yearly 


More Than A Repell GLOVE 
SAFE! sakes ae LEATHER “Ge Cost? 


higgers, Ticks, Mos- 


org eg lg sec RUBBER OR COTTON 
‘een THIS IS WHAT “WASH-RITE” DOES... 


Throw all your dirty, worn leather, rubber or cotton gloves in our 
steel drum. Ship to us. We correctly clean, sterilize, COM- 
PLETELY REPAIR, sort, reshape, pair and ship them back to you 
as serviceable as new. Depending upon the gloves and their 
usage, gloves are being re-claimed by us 3 to 5 times. We 
specialize only in laboratory controlled re-claiming of rubber, 
leather and cotton gloves, aprons and clothing. Write for 
literature. 
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12 Oz. Bombs 





De you know that biting ticks trans- 
mit te humans twice the number of 
tularemia cases than handling or 
skinning of rabbits. 


Distributed by 
MINE SAFETY APPLIANCES CO. 


201 North Braddock Avenue 
Pittsbyrgh 8, Pa. 
76 Branch Offices in the United States 


La 
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10 Years of Proven Service 


YOUR GOODS FULLY INSURED ...WORK GUARANTEED 
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1412-26 CORNELL AVENUE'- INDIANAPOLIS 2, INDIANA 








NEW DEVICE PROTECTS 
HEARING SCIENTIFICALLY 


Lee Sonic EAR-VALV 


£EP Rp 


Admits conversational tones 
\ while automatically control- 
ling harmful noises before 


they enter the 


eor canal. 
NOT AN EAR PLUG 


CLOSED VALVE BY CONCUSSION 


REPERCUSSION Volve moves to opposite seot 
by repercussion of vocuum then goes back 
to center 


HEAR DESPITE NOISE 
IN EFFECT, A PROTECTIVE EAR DRUM 
STOPS HARMFUL EFFECT OF NOISE 
FITS COMFORTABLY INTO EAR CANAL 
LEAVES EAR CANAL OPEN 
THE ANSWER TO INDUSTRY’S 
NOISE PROBLEM 
AVOID LAWSUITS From pearness 
Send for literature 
Sigma Engineering bompany 


1491 VINE ST. LOS ANGELES 28, CALIF. 
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SLIP-ON GUARD xg 


GETS-A-LITE GUARD and GUIDE 
Quickly and Easily Installed by 


Acme Protection enpenemt 

Akron Brass Mfg. Co. 

Albina Engine & Machine Works 

American Allsafe Co., Inc. 

American Engineering Co. 

American Industrial Safety Equip. Co. 107 

American Optical Co... . 

Ansul Chemical Co.. . 

Armour & Co. 

Audivox, Ine. 

ae ag ee Projection a. 
Bashlin Co. 

| hanes, & Lomb Optical Co. 

Beacon Falls Rubber Footwear 

Beltone Hearing Aid Co. 

Benson & Assocs. 

Beryllium Corp. 

W. H. Brady Co. 

L. L. Brossard Co. 

Buffalo Fire Appliance Co. 

E. D. Bullard ¢ 

Burgess- ~~ sae et Co. 

Carbisul phiol Co. 

Cardox Corp. 

Chic-Maid fiat Mfz. Co., Ine. 

Chicago Eye Shield Co. 

Chicago Hardware Foundry 

Chicago Watchclock Corp. 

Cc magus Engineering Corp. 

H. S. Cover 

M. E. Cunningham Co. 

Cycle-Flo Co. 

Dayton Safety Ladder Co. 

Detex Watchclock Corp. 

Dockson Corp. 

Cc. B. Dolge Co. 

Dow Corning Corp. 

E. 1. du Pont de Nemours & Co 

Eagle Mfg. Co. 

Eagle-Picher Co. 

Edmont Mfg. Co. 

Elkhart Brass Mfz. Co. 

‘ar-Ex Corp. 

Federal Sign & Signal Corp. 

Finnell System, Inc. 

Fuld Bros. 

Fyr-Fyter Co. 

Fyr-Larm Co. 

General Bandages, Inc. 

General Scientific Equipment Co. 

General Textile Mills, Inc. 

Gets-A-Lite Co. 

Glo-Safety Products, Inc. 

Gro-Cord Rubber Co. 

A. E. Halperin Co., Inc. 

Clifford B. Hannay & Son, Inc. 

L. G. Harkins & Co. 

Haws Drinking Faucet Co. 

Hillyard Chemical Co. 

Hood Rubber Co. 

E. F. Houghton Co. 

Hy-Test biv., International Shoe Co. 

I. D. U. Products Co. 

Industrial Gloves 

Iron Age Safety Shoes 

Jackson Products Co. 

Jaxco, Inc.. 

Jomac, Inc. 

Junkin Safety Appliance Co., Ine. 

Keystone View Co. 

Klear-Vu Products Corp.. 

Walter G. Legge Co..... 

Lehigh Safety Shoe Co. 

Lightfoot Schultz Co... 

F. J. Littell Machine Co. 

Louisville Ladder Co. 

Thom MecAn Shoe Co. 

B. F. McDonald Co. 

McGill Mfg. Co., Inc. 

Martindale Electric Co. 

Medical Supply Co. ? 80, 84, 102, 

Metal Arts Co., Inc. 

Miller Equipment Co. 

Minnesota Mining & Mfz. Co. 

Mine Safety Appliances Co. 

Morton Salt Co. 

Nocon Products Co. 

Onox, Inc. 

Organization Services 

Pioneer Rubber Co. 

Powhatan Brass & Iron Works 

Pyrene-C-O-Two... , 

Quickee Products, Inc.. 


ON THE LAM! 


MOSQUITOES, ticks, chiggers, a// 
biting insects haveno place to land when 
your workers use PELLENT. Three 
types: Ointment for regular use... 
Cream that won't sweat out, only soap 
and water will remove... Spray for 
clothing. PELLENT does not stain. . . 
lasts for hours! Unit 204A Ointment 
(6% oz.) . . . $0.60, Unit 205AA Cream 
(2 oz. plastic) . . . $1.00, No. 320 Pel- 
lent Spray (5 0z.) 

. $1.00. Order 

from your MSco 

distributor today. 


MEDICAL SUPPLY COMPANY 
Rockford, lil., in Canada, it’s Safety Supply Co. 
Circle No. 125 on reader service card. 





JAXCOLITE 


ial 
matel! 
: ew 
ing N 


Amat 


NOW you can test this 
new wonder fabric your- 
self - write for complete 
details and sample swat- 
ch today. 


Anyone —_— No Tools Needed! JAXCOLITE is a new, yet 
® proven coating that can be 
applied to either asbestos, 


Randolph Laboratories, Inc. 
Ready Made Sign Co., Inc. 
Reece Wooden Sole Shoe Co. 


. jute, duck b f ics. 
Rochester Safety Equipment Co. a a 
Safety Box Toe Co. , 


Safety First Products C ‘orp. Featuring 
Safety Tower Ladder Co. 1 
H. M. Sawyer & Sons 
Seco Engineering & Mfg., Inc. 
Scott Aviation Corp. ° 55 , ss . 
Sigma Engineering Co. 2. Light in weight — cool 
Standard Industrial Products Co. and comfortable to wear. 
Standard Safety Equipment Co. 3. Altractively low in cost. 
Samaras: Sees +s ie In addition we manufacture 
urgica echanical Research : 2 
maintenance man to change lamp in Tokheim Oil Tank & a Co. in a ~~ - i 
10 seconds! Torit Mfg. Co...... 9 y — 


U. S. Envelope Co gloves to meet the de- 
Available for 40 watt and 100 watt U. S. Rubber Co., Ind. Cloth. Div. monde of industry 
fluorescent lamps. :. 


U. S. Safety Service Co...... * A Product of Jaxind. Inc. 
GETS-A-LITE Company-Dept. 065 


3865 N. Milwaukee Ave. eres JAXC O i N C e 


Wash-Rite Co..... 
Watchemoket Optical ‘Co. 
SAFETY CLOTHING ‘and EQUIPMENT 
CHICACO 41, ILLINOIS 
STURTEVANT, WISCONSIN 


@ Simply slip CETS-A-LITE CUARD AND 
GUIDE over the fixture, as illustrated. 


@ Made of indestructible spring stee! wire. 
Nothing to break, get out of order or 
replace. Will last indefinitely. 


Once installed, CETS-A-LITE GUARD 
AND GUIDE is NEVER removed. 


Nothing to unlock, fuss with or lock, 
when changing lamps. 


GETS-A-LITE CUARD AND GUIDE act- 
ually steers lamp into socket, enabling 


. Resistance to molten met- 
al splash, caustics, heat, 
acids and abrasion. 


Waverly Petroleum Products Co. 
West Disinfecting Co... 

White Rubber Co..... 

Williams Jewelry & Mfg. Co. 
Wirt & Knox Mfg. Co. 

Witt Cornice Co. 

















Circle No. 126 on reader service card. Circle No. 112 on reader service card. 


108 OCCUPATIONAL HAZARDS 





GETTING 
MARRIED: 


a worker 


hi Want a man happy with his eye protec- 
to IS tion? Then see to his eye comfort! Wed 
S afety o| qa sses him to his safety eyewear. 

Always beware ill-fitting safety 
glasses—especially when the lenses are 
corrective. 

Eye comfort—and therefore, eye 
safety—depends on skillful fitting. The only way you get 
it is through the services of an optician or optometrist. 

Whether you want him only for specifying and fitting— 
or to take over the whole responsibility of administering 
the corrective phase of your industrial vision program— 
he’s a key man in your crusade for safety. 

Your B&L representative also is a key man. Call on him 


to help you in any phase of your eye safety program. 


BAUSCH 6 LOMB 


a 
= & 


Circle No. 2 on reader service card for more information 





Each year sports experts select the “Most Val- 
uable Player” from the outstanding ball play- 
ers in each of the Major Leagues. 


With equal care—locally Franchised Independent 

Safety Equipment Distributors—select the men 

to receive OCCUPATIONAL HAZARDS Magazine. The 
Safety Equipment Distributors’ salesmen know the men who 
do the real buying, because their livelihood 

depends on selling them. 


Your advertising therefore reaches 

a handpicked audience—known users 

of your products. No other publication 

in the safety equipment field can give such 
selective readership. 


qoickecl. pea che anjouTa. 


* 
u 


Francuisce CircuLatTion 


OCCUPATION AL HAZARDS 


1240 ONTARIO STREET CLEVELAND 13, OHIO 
———SALES OFFICES— 





NEW YORK CHICAGO LOS ANGELES LONDON, ENG. 
Room 803 Suite 1613-1615 Room 1003 31 Palace Street 
60 East 42nd St. 520 N. Michigan 3460 Wilshire Blvd. Westminster 

New York 17, N.Y. Chicago 11, Ill. Los Angeles 5, Calif. London, S.W.1, Eng. 














